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TITLE 6—AGRICULTURAL CREDIT 

Chopter IV—Commodity Stabilization 
Service and Commodity Credit Cor* 
porafion, Department of Agriculture 

Subchoptor D—Regulations Under Sod ionk Act 

Part 485— Soil Bank 
S imp art—Acreage Reserve Program 

MISCELLANEOUS AMENDMENTS 

The regulations governing the 1958 
acreage reserve part of the Soil Bank 
Program. 21 P. R. 4379. os amended in 21 
p. R 5205 and 21 P. R, 5885, are hereby 
further amended as follows: 

1. Paragraphs (b) and (c) of $ 485.110 
are amended by deleting the date 44 July 
20.1956” wherever it appears and Insert- 
to in lieu thereof the date 44 July 27, 
1956.’' 

2. Paragraph (b) of * 485.111 Is 
amended by deleting the date “July 31, 
1956” In the first sentence and inserting 
in lieu thereof the date “August 3. 1956.” 

3. Paragraphs (c) and (d >of 5 485.112 
are amended to read as follows: 

<c) No crop shall be planted on the 
acreage reserve after the agreement Is 
signed and prior to January 1, 1957. ex¬ 
cept that: 

M) Crops approved by the county 
committee for protective cover may be 
planted on the acreage reserve: Pro¬ 
vided, That If a crop approved for pro¬ 
tective cover Is one which would mature 
as gniln or seed in 1956 such crop must 
J* Ptowed under or otherwise physically 
incorporated into the soil, clipped, 
mowed or cut to prevent maturing, ex¬ 
cept that a grass or legume need not be 
of unless it is one which, if left 
sanding on the acreage reserve, would 
? c 8 uch condition that it could be 
Harvested after December 31.1956. Dis¬ 
position of grain or seed crops, other 
uun grasses and legumes, must be ac¬ 
complished not later than a date fixed by 
State Committee, which date shall 
ot be later than thirty days before 
arrest of the crop begins in the area, 
^position of grasses and legumes must 
no accomplished not later than Novem- 
r 30, 1956. Information as to the ap¬ 
proved cover crops which must be 
°* Provided above, and the 
ai date fixed for the area for dlspoai- 
n Brain and seed crops other than 


grasses and legumes, may be obtained 
from the county committee. 

(2) Crops may be planted on the 
acreage reserve for harvest during 1957 
or later in areas w here such crops would 
normally be planted in the fall of 1956 
for such later harvest. 

<d> In the event that, at the time the 
agreement is executed, there is growing 
on the acreage reserve any crop, such 
crop must be plowed under or otherw ise 
physically Incorporated Into the soil, or 
clipped, mowed, or cut to prevent matur¬ 
ing: Provided . That the foregoing shall 
not apply to < 1) an approved cover crop 
which need not be disposed of under the 
provisions of paragraph <c) of this sec¬ 
tion. or (2) crops which require more 
than one season to reach maturity and 
which cannot be harvested In 1956. In 
the case of one of the eligible commodi¬ 
ties, the crop must be disposec of not 
later than the date provided for in 
* 485.111. In the case of approved cover 
crops which must be disposed of, the dis¬ 
position must be accomplished not later 
than the date indicated in paragraph (c) 
of Uiis section. In the case of other 
crops, disposal must be accomplished on 
or before the date fixed by the State 
Committee which shall be not later than 
15 days before harvest of the crop begins 
in the area, except that the date fixed 
shall not be earlier than July 27, 1956. 
or later than August 3, 1956. Informa¬ 
tion as to the date fixed for the area may 
be obtained from the county committee. 

4. Appendix 1 to the regulations Is 
amended by adding a base unit rate of 
$1.13 for wheat In Teller County. Colo¬ 
rado. 

(Sec. 124, Public Law 540. 84th Cong.) 

Issued at Washington. D. C.. this 6th 
day of August 1956. 

[ seal I True D. Morse. 

Acting Secretary of Agriculture . 

IP. R. Doc. 56-6440: Filed, Aug. 8. 1956; 

8:49 a. m.J 


Chapter V—Agricultural Marketing 
Service, Department of Agriculture 

Part 502—Special Milk Program for 

CHILDREN 

Regulations are hereby amended, re¬ 
vised and reissued for the operation of 
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RULES AND REGULATIONS 



Published dally, except Sundays. Mondays, 
and days following official Federal holidays, 
by the Federal Register Division, National 
Archives and Records Service, General Serv¬ 
ices Administration, pursuant to tho au¬ 
thority contained in the Federal Register Act, 
approved July 26. 1035 (40 SUt. 600. as 
amended; 44 U. 8. C., ch. 8B). under regula¬ 
tions prescribed by the Administrative Com¬ 
mittee of the Federal Register, approved by 
the President. Distribution U made only by 
the Superintendent of Documents, Govern¬ 
ment Printing Office. Washington 25. D. C. 

The Pcddul Register will be furnished by 
mall to subscriber*, free of postage, for $1.60 
per month or $15.00 per year, payable In 
advance. The charge for Individual copies 
(minimum 16 cents) varies In proportion to 
the size of the Issue. Remit check or money 
order, made payable to the Superintendent 
of Documents, directly to the Government 
Printing Office, Washington 25. D. C. 

The regulatory material appearing herein 
Is keyed to the Code or Federal Regulations, 
which Is published, under 60 titles, pursuant 
to section 11 of the Pederal Register Act. as 
amended August 5, 1053. The Code or Fed¬ 
eral Regulations u sold by the Superin¬ 
tendent of Documents. Prices of books and 
pocket supplements vary. 

There are no restrictions on the re- 
publication of material appearing In the 
Federal Register, or the Code or Federal 
Regulation 8. 
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a Special Milk Program for Children 
pursuant to the authority contained m 
section 201 <c> of the Agricultural 
of 1949. as amended by Public Law 752, 
84 th Congress, approved July 20. 1956* 

See. 

602 200 
602.201 
502 202 
502 203 


502 204 


General purpose and 4Cope. 
Administration. 

Advance of fund* to State egenc!** 
Accounting for program funds vj 
State Agcncie*. 

Use of fund*. 
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y 2 205 Agreements between CCC and 
State agencies. 

502.306 Agreements between State agencies 
.md schools and chi Id-care In¬ 
stitutions. 

503.207 Agreements between CCC and pri¬ 

vate schools and child-care In¬ 
stitutions. 

502.208 Reimbursement. 

502.209 Requirements for participation. 

502.210 Effective dates for reimbursement. 

502211 Administrative analyses and audita. 

502213 State agency reports and records. 

502 213 Investigations* 

502 214 Overclalmi. 

502.215 Definitions. 

502216 Miscellaneous provisions. 

502.217 Program information. 

Aotkoiutt : I fi502.200 to 502.217 issued 
widrr sec. 4. 62 Stat. 1070. 15 U. S. C. 714b. 
Interpret or apply sec. 201. 63 SLat. 1052. as 
amended. 70 Stat. 506; 7 U. S. C. 1446. 

1502.200 General purpose and scope. 
This part announces the policies and pre¬ 
scribes the general regulations with re¬ 
spect to the opera ton of the Special Milk 
Program under section 201 (c) of the 
Agricultural Act of 1949. as amended, 
and sets forth the general requirements 
tor participation in the program. The 
pertinent part of 201 (c) t as amended, 
reads as follows: 

• • • for each of the two fiscal years in 
the period beginning July 1. 1956. and end- 
leg June 30. 1058, not to exceed 475.000.000. 
of the funds of the Commodity Credit Cor¬ 
poration shall be used to increase the con- 
mmptlon of fluid milk by children in 
(h nonprofit schools of high-school grade 
*nd under; and (2) nonprofit nursery 
schools, child-care centers, settlement houses, 
Ktaunrr camps, and similar nonprofit Insti¬ 
tutions devoted to the care and training 
of children. 

1502 201 Administration . (a) Within 
the United States Department of Agri¬ 
culture. the Agricultural Marketing 
Service ' hereinafter referred to as AMS) 
•hall act for and on behalf of the Com- 
Credit Corporation thereinafter 
referred to as CCO in connection with 
the operation of this program. Within 
AMS, and under the general supervision 
the Administrator of AMS, the Pood 
Distribution Division thereinafter re¬ 
ferred to as FDD-AMS) shall be respon- 
OMe for program administration. 

<b> To the extent practicable and 
Permissible under State law, responsi¬ 
bility for the administration of this pro¬ 
gram in schools and child-care institu- 
within the States shall be in the 
respective educational agency of the 
State: Provided . however, That another 
agency of the State upon request by an 
appropriate State official, may be ap¬ 
proved by FDD-AMS to administer the 
Program in child-care institutions. 

<c) FDD-AMS shall administer the 
Program in any class of schools < herein¬ 
after referred to as private schools) and 
child-care institutions in which the 
Program is not administered by the 
otate, 

1502.202 Advance of funds to State 
opencies. <a) For each Federal fiscal 
>ear FDD-AMS shall Initially reserve for 
dvance to a State educational agency 
^wing into agreement with CCC an 
amount equal to 115 percent of the ex¬ 
penditures of that agency under the pro¬ 


gram in the Federal fiscal year ending 
June 30.1956. Expenditures in that year 
shall be determined by FDD-A MS on the 
basis of the latest Information available 
to FDD-AMS at the time the initial an¬ 
nual reserve for each State Is developed. 

ib> This initial reserve shall be ad¬ 
vanced to the State educational agency 
on a quarterly basis. FDD-AMS reserves 
the right to request any State educa¬ 
tional agency to justify its need for any 
scheduled quarterly payment prior to its 
advancement. In the event that a State 
educational agency does not justify the 
need for the full amount of any sched¬ 
uled quarterly payment, FDD-AMS shall 
withhold from such payment the amount 
determined to be in excess of program 
needs. 

<c) In the event that a State educa¬ 
tional agency Justifies the need for funds 
in excess of the amount of its initial re¬ 
serve. additional funds shall be made 
available, at such times as needed, up u> 
an amount that will provide a total pay¬ 
ment for the year equal to 130 percent of 
its expenditures In the Federal fiscal year 
ending June 30. 1956. Any needed 
funds in excess of 130 percent of its ex¬ 
penditures in that Federal fiscal year, 
when justified, will be provided to the 
extent funds are available for such 
purpose. 

< d) For each Federal fiscal year FDD- 
AMS shall initially reserve for advance 
to a State agency, other than the State 
educational agency, entering Into an 
agreement with CCC an amount equal 
to one hundred dollars for each one 
thousand children between the ages of 
5 and 17 years residing In the State. 
This initial reserve shall be advanced 
quarterly to such State agency in an 
amount estimated to meet anticipated 
quarterly reimbursement obligations. 
In the event that such State agency Jus¬ 
tifies the need for funds in excess of its 
initial annual reserve, such funds will be 
provided to the extent funds arc avail¬ 
able for such purpose. 

<c) Following the close of the Federal 
fiscal year, any funds advanced under 
this program to an educational or other 
agency of a State that remain unobli¬ 
gated under the program shall be re¬ 
turned to AMS within 30 days after a de¬ 
mand is made by FDD-AMS. The State 
shall also pay to AMS any interest paid 
or credited to it by reason of the deposit 
of any funds advanced to it under this 
program. 

9 502.203 Accounting for program 
funds by State agencies. Each State 
agency entering into an agreement with 
CCC shall maintain a separate account of 
all Federal funds advanced to it under 
the program and shall maintain a cur¬ 
rent record of payments made to schools 
and child-care institutions and of the 
unexpended balance remaining on hand. 
All payments njade from such funds shall 
be made only upon properly certified 
vouchers. 

9 502 204 Use of funds. Funds made 
available under this program shall be 
used to encourage the increased con¬ 
sumption of milk through reimbursement 
payments to schools and child-care in¬ 
stitutions in connection with the pur¬ 
chase of milk for service to children* 


4 502.205 Agreements between CCC 
and State agencies. CCC shall enter into 
written agreements with State agencies 
for the administration of the program 
within the States. The agreement shall 
show the class or classes of schools and 
child-care institutions for which the 
State agency is assuming responsibility. 

9 502.206 Agreements between State 
agencies and schools and child-care in¬ 
stitutions. State agencies shall enter 
into written agreements with schools and 
child-carc institutions setting forth the 
terms and conditions under which the 
State agencies will reimburse the schools 
and child-care institutions in connec¬ 
tion with the purchase of milk for service 
to children. Such agreements shall 
contain, as a minimum, the requirements 
of § 502.209. 

9 502.207 Agreements between CCC 
and private schools and child-care in¬ 
stitutions. In those States in which 
FDD-AMS will administer the program 
in private schools and child-care insti¬ 
tutions. CCC shall enter into written 
agreements with such private schools 
and child-care institutions setting forth 
the terms and conditions under which 
AMS will reimburse the schools and 
child-carc institutions in connection 
with the purchase of milk for service to 
children. 

1 502.208 Reimbursement, fa) Re¬ 
imbursement payments shall be made for 
milk purchased for service to children 
by participating schools and child-care 
Institutions, except that reimbursement 
shall not be made for the first half pint 
of milk served as part of a Type A or 
Type B lunch by schools participating 
in the National School Lunch Program. 
The maximum rate of reimbursement 
shall be 4 cents per half pint for schools 
serving Type A or Type B meals under 
the National School Lunch Program. 
Fbr all other schools and for child-carc 
institutions, the maximum reimburse¬ 
ment rate shall be 3 cents per half pint. 

(b) Less-than-maximum rates of re¬ 
imbursement shall be assigned, or as¬ 
signed rates shall be adjusted, if circum¬ 
stances indicate such action is advisable. 

<c> In child-care institutions, and in 
schools operating a food service outside 
the National School Lunch Program or 
serving more than one meal a day. a 
portion of the milk served to children 
may be excluded from reimbursement if 
such action is deemed advisable in order 
to encourage the continued expansion of 
the service of complete school lunches 
or to accomplish the objectives of this 
program. 

id) Schools operating the program in 
more than one school attendance unit 
may be regarded as a single school or 
as individual schools for reimbursement 
purposes. If regarded as a single school, 
reimbursement shall not be made at a 
rate in excess of 3 cents per half pint 
unless all units are serving Type A or 
Type B meals under the National School 
Lunch Program. 

(e) Schools and child-carc Institu¬ 
tions offering milk as a separately priced 
item shall make maximum use of the 
reimbursement payments received under 
tills program to reduce the price of milk 
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to children. The full amount of such 
payments shall be reflected In reduced 
prices to children, except that such pay¬ 
ments may be used by schools or child¬ 
care institutions to defray distribution 
costs. Distribution costs shall not ex¬ 
ceed one cent per half pint. Exceptions 
to this provision may be granted in in¬ 
stances where the situation in a school 
or chUd-care institution Justifies a dis¬ 
tribution cost margin fractionally above 
one cent, and such exceptions shall be 
subject to periodic reviews. 

<f) A school or child-care center 
which does not offer milk to children as 
a separately-priced item shall, at the 
time it applies for participation, submit 
for approval the methods and practices 
under which it plans to encourage in¬ 
creased consumption of milk by children. 
Assigned rates of reimbursement shall 
be subject to adjustment if there is a 
substantial variation between actual and 
planned performance with respect to 
increased milk consumption by children. 

I 502.209 Requirements for participa¬ 
tion. (a) Schools and child-care insti¬ 
tutions shall make written application 
for participation to the State agency, 
except that in those States in which 
FDD-AMS administers the program in 
private schools or child-care institutions, 
application shall be made to FDD-AMS. 
In approving the application, the State 
agency or FDD-AMS shall determine 
that the applicant is a school or child¬ 
care institution as defined In $ 502.215 
and shall designate the effective date on 
which the school or child-care institu¬ 
tion may begin operations. Schools and 
child-care institutions whose applica¬ 
tions are approved shall execute agree¬ 
ments with the State agency or CCC. 

(b> Schools and child-care institu¬ 
tions participating in the program shall 
meet the following minimum require¬ 
ments. which requirements shall be in¬ 
cluded in the agreements entered into 
between the schools and child-care in¬ 
stitutions and State agencies and be¬ 
tween the private schools and chUd-care 
institutions and CCC: 

cl) Conduct a nonprofit food service 
or. in the event no other food service is 
maintained, conduct a nonprofit milk 
service; 

(2) Claim reimbursement only for 
milk as defined in this p*\rt and in ac¬ 
cordance with the provisions of i 502.208; 

(3) Submit claims for reimbursement 
In accordance with procedural require¬ 
ments established by FDD-AMS; and 

(4) Maintain such records and fur¬ 
nish such reports and documents as are 
prescribed by the State agency or by 
FDD-AMS. All invoices, receipts and 
records pertaining to the program shall 
be maintained for a period of three years 
after the end of each Federal fiscal year's 
operations. Records shall be made 
available for audit purposes to the State 
agency and AMS. or to AMS in the case 
of a private school or child-care institu¬ 
tion which contracts directly with CCC. 

$ 502.210 Effective dates fetr reim¬ 
bursement. A State agency or AMS may 
grant written approval to begin opera - 
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tions under this program prior to the 
processing of the application from a 
school or child-care institution. Such 
approval shall be attached to the subse¬ 
quently filed application and the agree¬ 
ment executed by the school or child-care 
institution. Reimbursement shall be 
made for any milk served in accordance 
with the requirements of this part from 
the date upon which the school or child¬ 
care institution was authorized to begin 
operations: Provided . however. That no 
reimbursement shall be made tor milk 
that was served more than 30 days prior 
to the receipt of the application by the 
State agency or AMS: Provided, further. 
That in no event shall reimbursement be 
made by any State agency for milk served 
prior to the effective date of the State 
agency’s agreement with CCC. 

$ 502.211 Administrative a n a l y s e $ 
and audits . The State agency shall pro¬ 
vide AMS with full opportunity to con¬ 
duct administrative analyses and audits 
of all operations of the State agency 
under this program. The State agency 
shall make available its records, includ¬ 
ing the receipts and expenditure of funds 
under the program, upon reasonable re¬ 
quest by AMS. AMS shall also have the 
right to make audits of the records and 
operations of any participating school 
or child-care institution. 

1 502.212 State agency reports and 
records . Within 30 days after the end 
of each calendar month, the State agency 
shall make a report to FDD-AMS con¬ 
cerning the operation of the program for 
that month, on a form provided by 
FDD-AMS. The State agency shall 
maintain for a period of three years 
after the end of each Federal fiscal year’s 
operations, all records pertaining to the 
program. 

8 502.213 Investigations. The State 
agency shall promptly Investigate all 
complaints received or irregularities 
noted In connection with the operation 
of the program in participating schools 
and chUd-care institutions and shall take 
appropriate action to correct any Ir¬ 
regularities. 

8 502,214 Overclaims. (a> Excess 
payments resulting from overclaims 
made by schools or child-care institu¬ 
tions which are discovered by the State 
agency during audits, administrative 
visits or by other means, shall be col¬ 
lected by the State agency either by di¬ 
rect refund or by deduction from subse¬ 
quently filed claims. Any amounts thus 
recovered by the State agency may be 
used to pay other claims of the same 
Federal fiscal year. 

<b> The State agency shall likewise 
recover all excess payments made by it 
to schools and child-care institutions 
discovered by AMS administrative anal¬ 
yses or audits of State agency operations 
or during AMS audits of participating 
schools and child-care institutions. 
However, before a final determination is 
made in such cases, the State agency 
shall have full opportunity to submit ad¬ 
ditional Information, explanation or in¬ 
formation concerning such excess 
payments. 


(c) Excess payments resulting fron 
overclaims made by schools or chlld-cwi 
institutions in which the program U ad¬ 
ministered by FDD-AMS. discovered by 
AMS during audits, administrative vniu 
or by other means, shall be collected by 
AMS either by direct refund or by de¬ 
duction from subsequently filed claims. 

8 502.215 Definitions —(a) State. The 
40 States, the District of Columbia, the 
Territory of Hawaii, and such other Ter¬ 
ritories os may be designated by the 
Secretary from time to time. 

<b> School. (1) Any school which 1st 
public school of high school grade and 
under within the definition of the 
statutes of the State, and 

<2) Any private school of high schod 
grade and under exempt from Income 
tax under the Internal Revenue Code, 
as amended. The term “school” as used 
in this part includes, where applicable, 
the authorized sponsoring agency which 
has entered Into an agreement under 
this program for the school. 

(c) Child-care institution . Any non¬ 
profit nursery school (other than nurs¬ 
ery schools falling within the definition 
of school in this section), child-care 
center, settlement house, summer camp, 
or similar nonprofit institution devoted 
to the care and training of children. 

(d) Nonprofit food or milk service . 
Food or milk service maintained by or 
on behalf of the school or child-care 
institution for the benefit of the children, 
all of the income from which is used 
solely for the operation or improvement 
of such food or milk service. 

(e) Milk. Fluid whole milk, flavored 
or unflavored, which meets the State and 
local standards for unflavored whole 
milk as to butterfat content and sani¬ 
tation. 

(f) Cost of milk. The purchase price 
paid by the school or chUd-care institu¬ 
tion to the milk distributor for milk 
delivered to the school. This does not 
include any amount ftiid to the milk dis¬ 
tributor for the rental of or installment 
purchase of milk service equipment. 

(g> Distribution costs. Direct <*• 
ponses Incurred by the school or child¬ 
care institution in connection with the 
sale, handling and service of milk. This 
may Include expenses Incident to acquisi¬ 
tion or rental of necessary milk service 
equipment. 

8 502.218 Miscellaneous provisions — 
(a) Disqualifications and compliance 
clause. Any 8tate agency or any school 
or child-care institution may be disquali¬ 
fied from future participation if It fall* 
to comply with the provisions of the 
regulations in this part, its agreement 
with CCC or the State agency, or other 
pertinent rules, regulations or instruc¬ 
tions. This does not preclude the pos¬ 
sibility of other action being taken 
through other means available where 
considered necessary. Fraud in the pay¬ 
ment of, or claiming for. reimbursement 
under the program will be prosecuted 
under applicable Federal statutes. If 
any part of the money received by the 
State agency in connection with the pro¬ 
gram. by any improper or negligent ac- 
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lion, is diminished, lost, misapplied, or 
diverted from the program by the State 
agency, or by any school or child-care 
institution to which funds are disbursed, 
FDD-AMS may order such money to be 
replaced with funds from sources within 
the State and, until replaced, may direct 
that no subsequent payments shall be 
made to the State agency or to such 
school or child-care institution. The 
State agency shall have full opportunity 
to submit additional evidence, explana¬ 
tion or information concerning instances 
of noncompliance or diversion of funds, 
before a final determination is made in 
such cases. 

(b) Saving clause. Any or all of the 
provisions of this part may be waived, 
withdrawn* or amended, at any time by 
AMS: Provided, however , That such ac¬ 
tion shall not be taken without prior 
notice to State agencies having agree¬ 
ments with CCC. 

1503.217 Program information. 
8chools and child-care institutions de¬ 
siring Information concerning the pro- 
nun should write to their State educa¬ 
tional agency or to the appropriate Area 
Office of FDD-AMS as indicated below: 

<a) In the States of Connecticut, Dela¬ 
ware, District of Columbia, Maine, 
Maryland, Massachusetts, New Hamp¬ 
shire, New Jersey, New York. Pennsyl¬ 
vania, Rhode Island. Vermont, and West 
Virginia: 

hxxl Distribution DlvUion. AMS, United 
State* Department of Agriculture. 139 Centre 
Street. Room 606. New York 13, New York. 

(b) In the States of Alabama, Florida, 
Georgia, Kentucky. Mississippi. North 
Carolina, South Carolina, Tennessee, and 

Virginia: 

Fbod Distribution Division, AMS. United 
8ut«a Department of Agriculture, 60 Seventh 
Sum Kg. Room 262, Atlanta, Georgia. 

<c) In the States of Illinois, Indiana. 
Iowa, Michigan, Minnesota, Missouri, 
Nebraska, North Dakota, Ohio, South 
Dakota, and Wisconsin: 

Fbod Distribution Division. AMS, United 
8Ute« Department of Agriculture. 226 West 
Jwksoa Boulevard. Room 1412, Chicago 6. 

miaou. 

fd) in the States of Arkansas, Colo- 
mdo. Kansas. Louisiana, New Mexico, 
Oklahoma, and Texas: 

Food Distribution Division, AMS, United 
Department of Agriculture. 1114 COm- 
°*rc<} Street, Room 1812. Dalloa 2, Texas. 

* e> In the States of Arizona. Califor¬ 
nia. Hawaii, Idaho. Montana, Nevada, 
Oregon, Utah, Washington, and Wyo¬ 
ming: 

fbod Distribution Division. AMS. United 
^ Department of Agriculture, Room 404. 
AppnUeem Building. 630 Samome Street, San 
Fbtncuco li. California. 

Effective date. This part, as revised, 
become effective August 1, 1956. 

Earl L. Buts, 

Assistant Secretary . 

* Doc. 66-6419; Filed, Aug. 8. 1956; 

8:47 a. m J 


TITLE 7—agriculture 

Chapter VII—Commodity Stabiliza¬ 
tion Service (Farm Marketing 
Quotas and Acreage Allotments), 
Department of Agriculture 

lArndt. I] 

Part 730 —Rice 

S U R P A R T—REGULATIONS PERTAINING TO 
FARM MARKETING QUOTAS FOR 1956 CROP 
OF RICE 

The purpose of this amendment is to 
establish the monetary rate of penalty 
for any farm marketing excess deter¬ 
mined in connection with the 1956 rice 
marketing quota program at 60 per 
centum of the June 15. 1956 parity price 
of rice as required by section 356 Ca) 
of the Agricultural Adjustment Act of 
1938, as amended. 

Since the only purpose of this amend¬ 
ment is to announce the penalty in cents 
per pound calculated in accordance with 
a mathematical formula prescribed by 
statute, it is hereby found and deter¬ 
mined that compliance with the provi¬ 
sions of the Administrative Procedure 
Act with respect to notice, public proce¬ 
dure thereon, and effective date is un¬ 
necessary. and the amendment herein 
shall become effective upon the date of 
its publication in the Federal Register. 

Section 730.776 of the 1956 rice mar¬ 
keting quota regulations is hereby 
amended to read as follows: 

5 730.776 Rate of penalty. The rate 
of penalty applicable to 1956 crop rice 
shall be 2.76 cents pqr pound, which is 
50 per centum of the parity price per 
pound of rice as of June 15. 1956 which 
is determined to be 5.52 cents per pound. 

(See. 375. 62 Stat. 66. aa amended: 7 U. 8. C. 
1375. Interprets or applies 63 Stat. 1060: 
7 U. S. C. 1366) 

Done at Washington, D. C.. this 6th day 
of August 1956. 

(seal] True D. MoRsr, 

Acting Secretary. 

IF. R. Doc. 56-6438; Piled. Aug. 8. 1956; 

8:49 a. m.J 


Chapter IX—Agricultural Marketing 
Service (Marketing Agreements and 
Orders), Department of Agriculture 

|Docket No. AO-210-A7] 

Part 906— Milk in Tulsa-Muskocei, 
Okla.. Marketing Area 

ORDER AMENDING ORDER. AS AMENDED. REGU¬ 
LATING HANDLING OF MILK IN TULSA- 
MUSXOGEE, OKLAnOMA, MARKETING AREA 

$ 906.0 Findings and determinations. 
The findings and determinations herein¬ 
after set forth are supplementary and in 
addition to the findings and determina¬ 
tions previously made in connection with 
the issuance of the aforesaid order and 
of each of the previously Issued amend¬ 
ments thereto: and all of said previous 
findings and determinations are hereby 
ratified and affirmed, except insofar as 


such findings and determinations may be 
in conflict with the findings and determi¬ 
nations set forth herein. 

<a) Findings upon the basis of the 
hearing record. Pursuant to the pro¬ 
visions of the Agricultural Marketing 
Agreement Act of 1937, as amended <7 
U. 8. C. 601 et scq.), and the applicable 
rules of practice and procedure, as 
amended, governing the formulation of 
marketin g ag reements and marketing 
orders (7 CFR Part 900), a public hear¬ 
ing was held upon certain proposed 
amendments to the tentative marketing 
agreement and to the order, as amended, 
regulating the handling of milk in the 
Tulsa-Muskogcc. Oklahoma, marketing 
area. Upon the basis of the evidence 
introduced at such hearing and the rec¬ 
ord thereof, It is found that: 

(1) The said order, as amended, and 
as hereby further amended, and all of the 
terms and conditions thereof, will tend 
to effectuate the declared policy of the 
act: 

(2) The parity prices of milk as deter¬ 
mined pursuant to section 2 of the act 
are not reasonable in view of the price 
of feeds, available supplies of feeds, and 
other economic conditions which affect 
market supply and demand for milk in 
the marketing area, and the minimum 
prices specified in the order, as amended, 
and as hereby further amended, arc such 
prices as will reflect the aforesaid fac¬ 
tors. insure a sufficient quantity of pure 
and wholesome milk, and be in the public 
interest; and 

<3) The said order, as amended, and 
as hereby further amended, regulates the 
handling of milk in the same manner as 
and is applicable only to persons in the 
respective classes of Industrial and com¬ 
mercial activity, specified in a marketing 
agreement upon which & hearing has 
been held. 

<b) Determinations. It is hereby de¬ 
termined that handlers (excluding co¬ 
operative associations of producers who 
are not engaged in processing, distrib¬ 
uting or shipping milk covered by this 
order amending the order, as amended, 
which is marketed within the Tuisa-Mus- 
kogee, Oklahoma, marketing area) of 
more than 50 percent of the milk which 
is marketed within the said marketing 
area, refused or failed to sign the pro¬ 
posed marketing agreement regulating 
the handling of milk in the said market¬ 
ing area, and It is hereby further deter¬ 
mined that: 

<1> The refusal or failure of such 
handlers to sign said proposed market¬ 
ing agreement tends to prevent the ef¬ 
fectuation of the declared policy of the 
act; 

(2) The issuance of this order amend¬ 
ing the order, as amended, is the only 
practical means, pursuant to the de¬ 
clared policy of the act, of advancing the 
interests of producers of milk which is 
produced for sale in the said marketing 
area: and 

(3) The Issuance of this order amend¬ 
ing the order, as amended, is approved or 
favored by at least two-thirds of the 
producers who, during the determined 
representative period (June 1956), were 
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engaged In the production of milk for 
sale in the said marketing area. 

Order relative to handling. It is 
therefore ordered that on and after the 
effective date hereof the handling of 
milk in the Tuisa-Muskogee. Oklahoma, 
marketing area shall be in conformity 
to and in compliance with the following 
terms and conditions of the aforesaid 
order, as amended, and as hereby further 
amended, and the aforesaid order Is 
hereby further amended as follows: 

Amend the proviso appearing at the 
end of { 906 53 to read as follows: "Pro¬ 
vided. That for the purposes of calculat¬ 
ing such adjustment transfers between 
approved plants shall be assigned to 
Class I milk in a volume not in excess 
of that by which 105 percent of Class 
I disposition at the transferee plant ex¬ 
ceeds the receipts from producers at 
such plant, such assignment to trans¬ 
feror plants to be made first to plants 
at which no adjustment credit is appli¬ 
cable and then in the sequence at which 
the lowest location adjustment credit 
would apply/* 

(Sec. 5, 49 suit. 753. an amended; 7 U. 8. C. 
608c) 

Issued at Washington. D. C.. this 6th 
day of August 1956, to be effective on and 
after the 1st day of October 1956. 

(seal] EarlL. Btrrz. 

Assistant Secretary. 

(F. R. Doc. 56-6436: Filed. Aug. 8. 1956; 

8:49 a. m.| 


|Pear Order 8) 

Part 939— Beurre d'Anjou. Beurre Bose. 

Winter Nix is. Doyenne du Comice. 

Beurre Easter, and Beurre Clairgeau 

Varieties of Pears Grown in Oregon. 

Washington and California 

REGULATION BY GRADES AND SI7.ES 

$ 939.308 Pear Order 8—(a^ Findings. 
(1) Pursuant to the marketing agree¬ 
ment, as amended, and Order No. 39. as 
amended <7 CFR Part 939 >, regulating 
the handling of the Beurre dAnjou. 
Beurre Bose, Winter Nelis, Doyenne du 
Comice. Beurre Easter, and Beurre 
Clairgeau varieties of pears grown in 
Oregon. Washington and California, ef¬ 
fective under the applicable provisions 
of the Agricultural Marketing Agreement 
Act of 1937. as amended '7 U. S. C. 601 et 
seq.), and upon the basis of the recom¬ 
mendations and Information submitted 
by the Control Committee, established 
under the aforesaid amended marketing 
agreement and order, and upon other 
available information, it is hereby found 
that the limitation of shipments of such 
pears, as hereinafter provided, will tend 
to effectuate the declared policy of the 
act. 

(2) It Is hereby further found that It 
is impracticable and contrary to the 
public interest to give preliminary no¬ 
tice. engage In public rule-making pro¬ 
cedure. and postpone the effective date 
of this regulation until 30 days after 
publication thereof in the Federal Reg¬ 
ister (60 Stat. 237; 5 U. S. C. 1001 et seq.) 


In that, as hereinafter set forth, the time 
intervening between the date when in¬ 
formation upon which this regulation is 
based became available and the time 
when this regulation must become effec¬ 
tive in order to effectuate the declared 
policy of the act Is insufficient; a reason¬ 
able time is permitted, under the cir¬ 
cumstances, for preparation for such 
effective time; and good cause exists for 
making the provisions hereof effective 
not later than August 12, 1956. A rea¬ 
sonable determination as to the com¬ 
position of the available supplies of such 
pears, and therefore the extent of grade 
and size regulation warranted, must 
await the development of the crop; rec¬ 
ommendation as to the need for. and 
the extent of. regulation of shipments of 
such pears were made by said commit¬ 
tee on July 25. 1956. after consideration 
of all information then available rela¬ 
tive to the supply and demand condi¬ 
tions for such pears, at which time such 
recommendations and supporting Infor¬ 
mation were submitted to the Depart¬ 
ment and notice thereof given to 
handlers and growers; necessary supple¬ 
mental information was not available to 
the Department until August 1. 1956: 
shipments of the current crop of such 
pears ore expected to begin on or about 
August 15, 1956, and this regulation 
should be applicable to all shipments of 
such pears in order to effectuate the 
declared policy of the act; and compli¬ 
ance with this regulation will not re¬ 
quire of handlers any prepa ration there¬ 
for which cannot be completed by the 
effective time hereof. 

<b> Order. <l» During the period be¬ 
ginning nt 12:01 a. m.. P. s. t. August 12. 
1956. and ending at 12:01 a. m . P. s. t„ 
July 1. 1957, no handler shall ship: 

(O Any Beurre D Anjou pears unless 
such pears grade at least U. S. No. 2 and 
are of a size not smaller than the 180 
size: Provided, That. Beurre D’AnJou 
pears may be shipped when bearing un¬ 
healed broken skin punctures measuring 
not to exceed three-sixteenths of one 
Inch Jn diameter or depth, as the case 
may be, if they otherwise grade at least 
U. 8. No. 1. and are of a size not smaller 
than the 135 size: 

(ii) Any Beurre Bose pears unless such 
pears grade at least U. S. No. 2 and arc of 
a size not smaller than the 165 size: Pro¬ 
vided. That. Beurre Bose pears which 
grade at least U. 8. No. 1 may be shipped 
in sizes smaller than the 165 size but not 
smaller than the 180 size: Provided fur¬ 
ther, That. Beurre Bose pears grown in 
the Placervllle District which fail to meet 
the requirement with respect to shape 
specified in the U. 8. No. 2 grade, only 
because of healed hail marks, may be 
shipped if such pears are not very seri¬ 
ously misshapen and are of a size not 
smaller than the 150 size: 

(ill) Any Doyenne du Comice pears 
unless such pears grade at least U. S. No. 
2 and arc of a size not smaller than the 
165 size: 

(iv) Any Winter Nelis pears unless 
such pears grade at least U. 8. No. 2 
and are of a size not smaller than the 
210 size: Provided, That. Winter Nelis 
pears which grade at least U. S. No. 1 


may be shipped in sizes smaller than Ibt 
210 size but not smaller than the 225 size, 

(v) Any Beurre Easter pears unit* 
such pears grade at least U. 8. No. 2 and*! 
are of a size not smaller than the 1(1 
size; or 

(vi) Any Beurre Clairgeau pears un¬ 
less such pears grade at least U. S. No 1 
and are of a size not smaller than the 
165 size. 

(2> As used in thLs section, "pears/ 
"handler.” "ship.” "shipped/* and "Pis- 
cervillc District" shall have the same 
meaning as when used in the aforesaid 
amended marketing agreement and or¬ 
der; ”U. S. No. 1," ”U. S. No. 2.” “hall 
marks," and “very seriously misshapen* 
shall have the same meaning as when 
used in the United States Standards for 
Winter Pears such as Anjou, Bose, Winter 
Nells. Comice, and other similar varieties 
(7 CFR 51.1300-51.1321), and ”135 si«/ 
”150 size." ”165 size." ”180 size.” "210 
size/* and ”225 size" shall mean that the 
pears are of a size which, as indicated by 
the size number, will pack, in accordance 
with the sizing and packing specification* 
of a standard pack, as specified in said 
United States Standards, 135, 150, 16L 
180, 210. or 225 pears, respectively. In * 
standard western pear box (inside di¬ 
mensions. 18 Inches long by 11 \ 2 incbei 
wide by 8 V 2 Inches deep). 

(Sec. 5. 49 Stftt. 753, M amended; 7 U. S. C. 
6080) 

Dated: August 6.1956. 

CsealI 8. R. Smith 

Director. 

Fruit and Vegetable Division. 

(P. R. Doc. 56-6432; Filed, Aug. 8. 1&5& 
8:48 a. m.) 


(Docket No. AO-103-A14 ( 

Part 942— Milk in New Orleans. U- 
Marketing Area 

order amending order as amended; 
correction 

In P. R. Document 56-6101, which ap¬ 
peared in the Federal Register July 2* 
1956, the following correction is made: 

At the end of the third full paragraph 
appearing In column 3. page 5676. chanf* 
the period to a comma and add the fol¬ 
lowing: "and who participated in a ref¬ 
erendum thereon". 

Issued at Washington, D. C.. this 6th 
day of August 1956. 

(seal! EarlL. Butz. 

Assistant Secretary. 

|F. R. Doc. 56-6434; Filed. A\J*. 8, 1#S* 
8:48 a. m | 


Part 958— Irish Potatoes Grown t* 
Colorado 

approval or expenses and rate or 
assessment 

Notice of rule making regarding 
posed expenses and rate of assessment 
to be made effective under Marketinf 
Agreement No. 97 and Order No. 58 
CFR Part 958; 19 F. R. 9368). regulate 
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the handling of Irish potatoes grown In 
Colorado, was published In the Federal 
Register June 29, 1956 (21 F. R. 4631). 
This regulatory program is effective un¬ 
der the Agricultural Marketing Agree¬ 
ment Act of 1937, as amended (48 Stat, 
31, aa amended; 7 U. S. C. 601 et seq.). 
After consideration of all relevant mat¬ 
ters presented. Including the proposals 
set forth in the aforesaid notice, which 
proposals were adopted and submitted 
for approval by the area committee for 
Area No. 3, established pursuant to said 
marketing agreement and order. It is 
hereby found and determined that: 

5 958 221 Expenses and rate of as- 
$esment. (a) The reasonable expenses 
that are likely to be incurred by the area 
committee for Area No. 3. established 
pursuant to Marketing Agreement No. 97 
and Order No. 58, to enable such com¬ 
mittee to perform its functions pursuant 
to the provisions of the aforesaid mar¬ 
keting agreement and order, during the 
fiscal period ending May 31, 1957. will 
amount to $2,660. 

(b) The rate of assessment to be paid 
by each handler, pursuant to Marketing 
Agreement No. 97 and Order No. 58, 
shall be $0.00095 per hundredweight of 
potatoes handled by him as the first 
handler thereof during said fiscal period. 

<c> The terms used in this section 
shall have the same meaning as when 
used in Marketing Agreement No. 97 and 
Order No. 58. 

fS«. 5, 49 Stat. 753. m amended; 7 U. 8. C. 

• 06 c) 

Done at Washington. D. C.. this 3d 
dsy of August 1956, to become effective 
30 days after publication in the Federal 

Kegxsteh. 

[sealI F. r burke. 

Acting Deputy Administrator. 

IF R. Doc. 56-6418; Filed, Aug. 8, 1956; 

8; 47 a. m ) 


TITLE 9—ANIMALS AND 
ANIMAL PRODUCTS 

Chapter |—Agricultural Research 
Service, Department of Agriculture 

Subdtoftftr E—Virui«t. Serum*, Toxlm, ond 
Ano.'ogout Product*; Organiimt ond Vector* 

Pa»t 114 — Miscellaneous Requirements 
rot* Licensed Establishments 

Part 118—Hoc-Cholera Vmus 
Part 119—Anti-Hoc-Cholera Serum 
MISCELLANEOUS AMENDMENTS 

On June 16. 1956, there was published 
in the Federal Register (21 F. R. 4259) 
a notice of rule making with respect to 
Proposed amendments of 55 114.2, 118.3. 
and 119 25 of the regulations relating to 
serums, toxins, and analogous 
Products, and to certain organisms and 
▼ectom <9 CFR 114.2, 118.3. and 119.25, 
5? amended) under the Virus-Serum- 
wi?* m P rov ^lons of the Act of March 4, 
1^13. (21 U. 8. C. 151 ct seq.). No com- 
nirnts on the proposed amendments 
at tt rwciV(Kl - After due consideration 
JJ Proposal and pursuant to the au- 
nority cited above, said regulations are 
nereby amended as follows: 


1. After the first sentence in 5114.2 
(b) a new sentence is added to read; "An 
outline with respect to the preparation of 
hog-cholera virus for inoculating pur¬ 
poses shall also be submitted to the 
Branch In accordance with 5 118.3.” 

2. Section 118.3 is amended to read: 

5 118.3 Virus for inoculating pur¬ 
poses. (a> Pigs for the production of 
Inoculating virus at a licensed establish¬ 
ment shall weigh not less than 40 pounds 
nor more than 125 pounds each and shall 
be inoculated only with highly virulent 
hog-cholera virus. Except as provided 
in paragraph (b> of this section, no hog- 
cholera virus shall be used for inoculat¬ 
ing pigs for the production of inoculating 
virus, hyperimmunlzing virus, or simul¬ 
taneous virus, or for inoculating pigs in 
serum or vaccine tests, unless it has been 
produced, processed, tested and held in 
the frozen state by a licensee in accord¬ 
ance with an outline acceptable to the 
Chief. Virus for such use shall be held 
under Branch lock or seal and shall be 
released by the inspector as needed for 
such use. 

(b) Hog-cholera virus obtained from 
the Animal Disease and Parasite Re¬ 
search Branch of the Department, simul¬ 
taneous virus produced by a licensee and 
purchased on the open market, and hog- 
cholera virus from outbreaks on farms 
which is admitted to a licensed establish¬ 
ment and passed through pigs as pro¬ 
vided in 5 121.3 of this subchaptcr, may 
be prepared thereafter in accordance 
with an acceptable outline as provided 
in paragraph (a) of this section and may 
then be used for the purposes specified 
in paragraph (a) of this section. The 
virus produced in the course of passage 
through pigs inoculated with the virus 
from such sources, except that needed for 
further passage to meet the requirements 
of an outline under paragraph (a) of 
this section may be used as hyperimmu- 
nizlng virus, if the pigs so inoculated 
reacted as prescribed in 5 118.4. 

(c) Frozen virus for inoculating pur¬ 
poses under paragraph (a) of this section 
must be held in containers acceptable 
to the Chief. When glass containers are 
used, they shall be of borosilicate type 
of high resistance and low alkalinity, 
shall meet the tests developed by the 
Branch for determining these qualities, 
shall be properly marked for identifica¬ 
tion, and shall be guaranteed by the man¬ 
ufacturer to be acceptable to the Branch. 

3. The heading of 5 119.25 is amended 
to read: "5 119.25 Preservatives** 

4. Paragraph <c) of 5 119.25 is 
amended to read: 

<c) Phenolization of anti-hog-cholera 
serum must be accomplished with accu¬ 
racy, and in a manner which W'ill prevent 
occurrence of undesirable changes in the 
product. 

5. A new paragraph (d) is added to 
5 119.25 to read: 

(d) Merthlolatc may also be added to 
anti-hog-cholera serum in a solution in 
such proportions that the merthlolate 
will equal a 1-10.000 concentration of the 
serum recovered gross. Such addition 
must be compensated for by using a 
higher concentration of phenol solution 


as prescribed in this section. The quan¬ 
tity of product obtained by the addition 
of phenol solution plus the merthlolate 
shall not exceed the maximum amount 
permissible by the use of seven and one- 
half percent phenol solution alone or 83 
percent of the defibrinated blood, which¬ 
ever 1s less. 

6 A new paragraph (e) is added to 
5 119.25 to read: 

(e) In every case the concentration 
and quantity of each solution used in 
preserving the serum shall be recorded 
by the licensee. 

The purposes of the amendments are 
to improve the procedures in producing, 
processing, testing, and storing hog- 
cholera virus used for inoculating pur¬ 
poses in the production of anti-hog- 
cholcra serum and hog-cholera virus and 
vaccine and to permit the addition of 
merthlolate to anti-hog-cholera serum 
as an aid in maintaining the purity of 
the product. 

(37 Stat. 832, 21 U. S. C. 154) 

Effective date. The foregoing amend¬ 
ments shall become effective 90 days 
after publication in the Federal 
Register. 

Done at Washington, D. C., this 6th 
day of August 1956. 

(seal! m R. Clarkson, 

Acting Administrator , 
Agricultural Research Service. 

IF. R. Doc. 50 6437 Filed, Aug. 8. 1956; 

8:49 a. m.) 


TITLE 14—CIVIL AVIATION 

Chapter I—Civil Aeronautics Board 

| Reg. No. EH-214J 

Part 295— Classification and Exemption 
of Noncertificated Cargo Carriers 

REPEAL OF PART 

Adopted by the Civil Aeronautics 
Board at its office in Washington, D. C. # 
on the 3d day of August 1956. 

Part 295 of the Economic Regulations 
established a classification of interstate 
and overseas air carriers designated as 
"non-certiflcated cargo carriers'’' This 
classification embraced ail direct air 
carriers engaged in interstate or overseas 
air transportation of property only for 
compensation or hire on May 5. 1947. 
who had previously filed applications for 
certificates of public convenience and 
necessity authorizing such scheduled air 
cargo operations. This class of carriers 
was specifically exempted, pursuant to 
an exercise of the Board’s powers under 
section 416 (b) of the act, from the stat¬ 
utory requirement that air transporta¬ 
tion be f urnished only in accordance with 
certificates of public convenience and 
necessity. Pursuant to the provisions of 
5 295.5, the exemption granted to each 
non-certiflcated cargo carrier expired 60 
days after final disposition by the Board 
of all or part of its application for cer¬ 
tification. As a consequence of recent 
actions taken by the Board in various 
route proceedings, all of the exemptions 
granted by Port 295 have been terml- 
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natcd. Accordingly, it Is necessary to 
repeal the provisions of this part. 

Since this amendment does not affect 
the rights of any party and serves only 
to eliminate an obsolete rule, notice and 
publication procedure hereon are un¬ 
necessary and the amendment may be 
made effective on less than 30 days notice. 

In consideration of the foregoing, the 
Civil Aeronautics Board hereby repeals 
Part 295 of the Economic Regulations 
effective August 10, 1956. 

(See. 205. 52 suit. 984; 49 U S- C. 425) 

By the Civil Aeronautics Board. 

Tscal] M. C. Mulligan. 

Secretary. 

|F. R. Doc. 56-6431; FU«*1, Aug. 8. 1956; 
8:47 a. m | 


TITLE 19—CUSTOMS DUTIES 

Chapter I—Bureau of Customs, 
Department of the Treasury 

[T. D. 541561 

Part 16— Liquidation of Duties 

BULLETIN NOTICES OF LIQUIDATION 

As an additional measure to help ex¬ 
pedite the liquidation of entries, it has 
been decided to permit the liquidation of 
unconditionally free entries filed at ports 
of entry other than headquarters ports 
to be performed at such ports of entry 
in cases where the collector of customs 
deems it advisable. In ruch cases. It Is 
believed that the bulletin notice of liqui¬ 
dation of such entries should be pre¬ 
pared at the port of liquidation. There¬ 
fore. 5 16.2 <g> of the Customs Regula¬ 
tions is amended by deleting the words 
' prepared at the headquarters port.'* 

(Sec 634. 46 SUt. 766; 19 U. 8 C. 1624 In- 
terpreta or applies sec. 505. 46 SUt. 732; 19 
D. S. C. 15.05) 

(seal] Walter G. Roy. 

Acting Commissioner of Customs . 

Approved: August 1. 1956. 

David W. Kendall. 

Acting Secretary of the Treasury. 

| F R Doc. 66-6426; Piled. Aug. 8. 1956; 

8:47 a m.J 


TITLE 21—FOOD AND DRUGS 

Chapter I—Food and Drug Adminis¬ 
tration, Department of Health, Edu¬ 
cation, and Welfare 

SubchapUr 8 —food ond food Product* 

Part 120— Tolerances and Exemptions 
From Tolerances for Pesticide Chem¬ 
icals in or on Raw Agricultural 
Commodities 

TOLERANCES FOR RESIDUES Or PIPERONYL 
BUTOXIDE. PYRKTHRINS. AND ALLETHRIN 

Petitions were filed with the Food and 
Drug Administration requesting exemp¬ 
tions from the necessity of tolerances for 
residues of piperonyl butoxide, pyre- 
thrins, and allcthrin in or on certain raw 
agricultural commodities from post¬ 
harvest use. 


RULES AND REGULATIONS 

The Food and Drug Administration 
has determined that for public-health 
reasons appropriate tolerances rather 
than exemptions from tolerances should 
be established for these port harvest uses. 

The tolerances already established for 
piperonyl butoxide and pyrethrins for 
protective use on certain grains after 
harvest have been found adequate to per¬ 
mit surface treatment of these same 
grains. 

The tolerances established In this 
order are adequate to permit useful post¬ 
harvest application of the pesticide 
chemicals piperonyl butoxide, pyreth¬ 
rins. and allcthrin. The Secretary of 
Agriculture has certified that they arc 
useful for the purposes for which toler¬ 
ances are being established. 

After consideration of the data sub¬ 
mitted in the petitions and other rele¬ 
vant material which show that the toler¬ 
ances established in this order will pro¬ 
tect the public health, and by virtue of 
the authority vested in the Secretary of 
Health, Education, and Welfare by the 
Federal Food. Drug, and Cosmetic Act 
(sec. 408 (d) (2), 68 Stat. 512; 21 U. S. C. 
346a (d) (2) > and delegated to the Com¬ 
missioner of Food and Drugs by the 
Secretary (21 CFR 120.7 ig)>, the regu¬ 
lations for tolerances and exemptions 
from tolerances for pesticide chemicals 
in or on raw agricultural commodities 
(21 CFR Part 120; 21 F. R. 10471 are 
amendrd by changing 55 120.113,120.127, 
and 120.128 to read as follows: 

5 120.113 Tolerances and exemptions 
from the requirctnent of a tolerance for 
residues of allethrin «allyl homolog of 
cinerin />. (a) Allethrin Is exempted 
from the requirement of a tolerance for 
residues when used before harvest in the 
production of beans, broccoli, brussels 
sprouts, cabbage, cauliflower, collards, 
horseradish, kale, kohlrabi, lettuce, 
mushrooms, mustard greens, radishes, 
rutabagas, turnips. 

(b) Tolerances of 4 polls per million 
for residues of allethrin from posthar¬ 
vest use of such pesticide chemical are 
established in or on the following raw 
agricultural commodities: Apples, black¬ 
berries. blueberries (huckleberries), boy- 
senberries. cherries, crabapples, cur¬ 
rants, dewberries, figs, gooseberries, 
grapes, guavas, loganberries, mangoes, 
muskmelons. oranges, peaches, pears, 
pineapples, plums (fresh prunes), rasp¬ 
berries. tomatoes. 

5 120.127 Tolerances for residues of 
piperonyl butoxide. Tolerances for resi¬ 
dues of piperonyl butoxide ((butyl car- 
bltyl> (6-propyl piperonyl) ether* from 
postharvest use of such pesticide chemi¬ 
cal are established in'or on raw agricul¬ 
tural commodities, as follows: 

(a) 20 parts per million In or on bar¬ 
ley, buckwheat, corn (Including pop¬ 
corn), rice, rye, wheat. 

<b) 8 parts per million in or on al¬ 
monds, apples, beans, blackberries, blue¬ 
berries (huckleberries >. boysenberrtes, 
cherries, cocoa beans, copra, cottonseed, 
crabapples, currants, dewberries, figs, 
flaxseed, gooseberries, grain sorghum, 
grapes, guavas, loganberries, mangoes, 
muskmelons, oats, oranges, peaches, pea¬ 
nuts, pears, peas, pineapples, plums 


(fresh primes), raspberries, tomatoes, 
walnuts. 

5 120.128 Tolerances for residues of 
pyrethrins. Tolerances for residue of 
pyrethrins (insecticldally active prind- 
pies of Chrysanthemum cineraria* foli¬ 
um) from postharvest use of such ixsti- 
cide chemical are established In or on 
raw agricultural commodities, as follows: 

(a) 3 parts per million in or on barley, 
buckwheat, corn (Including popcorn*, 
rice. rye. wheat. 

(b> 1 part per million In or on al¬ 
monds, apples, beans, blackberries, blue¬ 
berries (huckleberries), boysenberriw. 
cherries, cocoa beans, copra, cottonseed, 
crabapples. currants, dewberries. 
flaxseed, gooseberries, grain son. hum. 
grapes, guavas, loganberries, manxoea. 
muskmelons. oats, oranges, peaches, pea¬ 
nuts. peara. peas, pineapples, plmni 
(fresh primes), raspberries, tomatoes 
walnuts. 

Any person who will be adversely af¬ 
fected by the foregoing order may, at any 
time prior to the thirtieth day from the 
effective date thereof, file with the Hear¬ 
ing Clerk. Department of Health. Edu¬ 
cation. and Welfare. Room 5440. 330 In¬ 
dependence Avenue SW., Washington 35. 
D. C., written objections thereto. Objec¬ 
tions shall show wherein the person fllin* 
will be adversely affected by this order, 
specify with particularity the provisions 
of the order deemed objectionable and 
reasonable grounds for the objections, 
and request a public bearing upon the 
objections. Objections may be accom¬ 
panied by a memorandum or brief in 
support thereof. All documents shall be 
filed in qulntupllcate. 

Effective date. This order shall be ef¬ 
fective upon publication in the Fedual 
Register. 

(Sec. 701. 52 Stat. 1055. as amendrcl: 21 
U. S. C. 371. Interpret or apply acc. 406 . W 
Stat. 512; 21 U. 8. C. 346a) 

Dated: August 2.1956. 

(seal! John L. Harvey. 

Deputy Commissioner 
of Food and Drug f. 

|P. R. Doc. 56-6409: Piled. Aug. 8, 1854 ; 

8:45 a. m.J 


TITLE 24—HOUSING AND 
HOUSING CREDIT 

Chapter I—Federal Home Loan Bonk 
Board 

Si/b(keptir P - F eJtrol Saving* and loan 
Iniuronc* Corporation 

(No. 9870J 

Part 163— Operations 

MINIMUM FIDELITY BOND REQUIREMENTS 

July 31.1956 

Resolved that, pursuant to Part 105 
of the general regulations of t he Fe deral 
Home Loan Bank Board (24 CFR Part 
108) and 5 167.1 of the rules and regula¬ 
tions for insurance of accounts (24 CFB 
167.1), notice and public procedure hav¬ 
ing been duly afforded <21 F. R. 2144). 
the schedule appearing in i 163.19 of the 
rules and regulations for insurance of 
accounts (24 CFR 163.19) is hereby 
amended to read as follows: 
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Not ow 1300,000_... $10,000 phw $5,000 tor each $100,000 or fraction thereof over 

$ 100 , 000 . 

$300,001 to $1,000,000—_$30,000 plus $10,000 for each $100,000 or fraction thereof over 

$400,000. 

$ 1 , 000,001 to $10.000.000._$100,000 plus $20,000 for each $1,000,000 or fraction thereof over 

$ 2 , 000 , 000 . 

$10,000,001 to $30.000.000... $300,000 plus $40,000 for each $5,000,000 or fraction thereof over 
$15,000,000. 

$30,000,001 to $60.000.000... $470,000 plus $50,000 for each $10,000,000 or fraction thereof 
over $40,000,000, 

•<0.000,001 to $100,000,000-. $630,000 plus $60,000 for each $15,000,000 or fraction thereof 
over $70,000,000. 

$100,000,001 and over—.... $820,000 plus $70,000 for each $25,000,000 or fraction thereof 
over $125,000,000. 


Provid'd, That no Insured Institution 
ihali be required to provide and main¬ 
tain a lid ell ty bond in an amount greater 
than $2,000,000. 

Resolved further, that this amendment 
shall be effective January 1. 1957. 

(Sect. 402. 403. 48 8tat. 1256. 1257, as 
amended, 12 U. 8. C. 1725, 1726) 

By the Federal Home Loan Bank 

Board. 

IsealI Harry W. Cauls en. 

Secretary. 

IF. IL Doc. 56-6428; Filed, Aug. 8, 1056; 
6:47 a .m.) 


TITLE 32—NATIONAL DEFENSE 

Chapter I—Office of the Secretary of 
Defense 

Pait 55— Welfare, Morals, Health, and 
Safety or Members or the Ready 
Reserve Undergoing Active Duty for 
Training for Basic Training 

Sec. 

$$1 Purpose. 

Scope and applicability. 

Welfare, 

$54 Morals. 

$$-$ Health. 

$56 Safety. 

»7 Cooperation with the National Security 
Training Commission. 

AUTncmmr: It 55 1 to 55.7 Issued under 
*c. 262, 69 stat. 600; 60 U. 8. C. 1013. 

I 551 Purpose. The purpose of this 
Part is to prescribe policy guidance with 
[**P*ct to the welfare, morals, health. 

safety of members of the Ready Re¬ 
serve who are receiving active duty for 
• nUnln 2 for basic training. Such per¬ 
sons are referred to herein as trainees. 

f 55.2 Scope and applicability. This 
J^rt i$ applicable to those military dc- 
pariments conducting active duty for 
programs pursuant to Part 54 
or subchapter. 

I 55.3 Welfare —(a) Community Ke- 
liuiu Wherever practicable and ap¬ 
propriate, installation commanders shall 
cvcr y effort to form local Citizens 
vi*ory Committees at stations where 
. , * or training for basic train- 

conducted, for the following pur- 

( l> To encourage, by community in- 
«uence, the operators of establishments 
/. n!nK military personnel to employ 
P r practlccs or declared off-limits. 
* /*' To insure that commercial estab- 
^nmenu in the vicinity of training in¬ 
flations comply with local laws gov- 
No 154—2 


eming the sale of alcoholic beverages to 
minors. 

(3» To encourage local communities to 
provide wholesome off-duty recreation, 
entertainment, and social activities for 
trainees. 

<4> To encourage local religious lead¬ 
ers to take an active interest in the wel¬ 
fare of the trainees and their attendance 
at local religious services and related 
activities. 

(5> To provide trainees, where appro¬ 
priate. with friendly counsel from local 
civic leaders, attorneys, clergymen, and 
businessmen in the solving of any prob¬ 
lems which may arise involving the 
trainees. 

< 61 To encourage local community 
leaders to deliver lectures as a part of the 
cultural and educational activities of the 
program whenever practicable. 

<b> Educational activities. (1) In¬ 
struction shall be given trainees in gen¬ 
eral non-military subjects, including 
character guidance lectures, covering but 
not limited to such areas as moral prin¬ 
ciples. democratic responsibility, sex edu¬ 
cation. and government Every effort 
should be made to impress upon the 
trainees knowledge of their obligation to 
protiKrt the Institutions which give to 
American life its distinctive qualities and 
their own Importance to the nation In 
that supreme task. 

<2> Trainees shall be accorded oppor¬ 
tunities to improve their educational 
status and to inquire into fields which 
interest them. The facilities of the 
United States Armed Forces Institute 
shall be available to trainees. Any 
trainee whose attainments do not in¬ 
clude a fourth-grade education should be 
offered courses to raise his educational 
level toward that grade to the extent 
possible In light of the required military 
training. 

<3> Installation commanders shall co¬ 
operate with local citizens committees in 
seeking arrangements for the extension 
of city library loan privileges to trainees. 
The customary library facilities of mili¬ 
tary installations shall also be available 
to trainees. 

cc> Athlettcs. Each of the services’ 
training programs shall Include athletics 
and body building programs comparable 
to those offered to basic trainees of the 
Active Forces. 

<d) Social recreation. Social activi¬ 
ties. adequate lounge facilities, snack 
bars, informal gome facilities, and mo¬ 
tion picture facilities shall be made avail¬ 
able to trainees during their off-duty 
hours. Recreational assistance may be 
sought at the installation level from local 


5967 

USO Committees, civic groups, and other 
related associations. 

(e) Hobbies . Hobby shops shall be 
made available to trainees to the greatest 
practicable extent, and opportunities will 
be accorded trainees to take part in extra 
curricular activities such as dramatics, 
band, orchestra, and glee club. 

<f> Legal processes. (1) Commanding 
officers, courts martial, and appropriate 
reviewing and appellate authorities shall 
give full regard to the youth and Inex¬ 
perience of the trainees in imposing pun¬ 
ishment or in approving or affirming such 
punishment. 

<2) The trainee’s rights and duties un¬ 
der applicable laws and regulations, in¬ 
cluding State and local laws regarding 
behavior, should be carefully explained 
to the trainees as soon as possible after 
their arrival at an installation. 

<g> Compensation. Trainees shall be 
permitted to continue to receive compen¬ 
sation from any person, firm, or corpora¬ 
tion while In training on the same basis 
as other persons of the reserve com¬ 
ponents undergoing active duty for 
training. 

ih) Trainers and instructors . Neces¬ 
sary action will be taken to insure that 
trainers and instructors have the high¬ 
est moral and ethical standards. Such 
personnel should exercise a 24-hour-day 
responsibility and example, taking an 
Interest in everything the trainees do. 
visiting their mess halls, barracks, and 
clubs regularly. 

<i> Facilities. (1) Installation facil¬ 
ities such ns soda fountains; snack bars; 
filling stations; laundries; barber, tailor 
and shoe repair shops; photographic 
studies; and news stands should be 
available to trainees. 

<2» Guest houses for visiting parents 
should be provided whenever possible. 

$ 55.4 Morals — (a) Religious activ - 
ities. <1) Chaplains of the Protestant. 
Catholic, and Jewish faiths shall be 
available for personal counseling and 
regular services. In the event that a 
particular faith has no chaplain avail¬ 
able when needed by a trainee, a local 
minister, priest, or rabbi should be called 
upon for help. 

(2) Services and instructions such as 
those available to regular military and 
civilian personnel shall be made available 
to trainees All sacraments and rites 
shall be made available to trainees. 

<3> Chaplains should; 

<i) Extend to the trainees a word of 
welcome upon arrival at training sta¬ 
tions. explain to them what a chaplain 
does in the Armed Forces and invite them 
to come at any time to talk with him as 
friend and counselor. 

<ii) Interview each trainee as soon as 
possible after he enters training. Based 
on this Interview, a religious data and 
interview’ card can be prepared for the 
chaplain's guidance during the training 
period. 

(ill) Be available for counsel at all 
times. 

<iv) Give opportunities to $hurch- 
related trainees to share voluntarily in 
choirs and in Bible and religious edu¬ 
cation classes. 

<v> Make available to trainees of no 
church relationship voluntary instruc- 
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tlon In religious principles or prepara¬ 
tory classes for baptism and church 
membership. 

(vi) Visit and be available to hospital 
patients for counsel, personal confer¬ 
ences, or any other services they can 
render. 

<b) Associates. To protect the train¬ 
ees against undesirable associates, no 
person who has been convicted of any 
felony shall be permitted to enlist into 
the program, 

<c> Control of alcoholic beverages. 

(1) Regulations pertaining to the sale of 
alcoholic beverages to trainees, including 
the prohibition of sales to minors, will be 
In conformity with applicable Federal. 
State. Territorial, or local laws or regu¬ 
lations. 

(2> Establishments which do not com¬ 
ply with local laws governing the sale 
of alcoholic beverages to minors shall be 
placed off-limits. 

<3) To facilitate compliance with such 
laws the identification cards of trainees 
will show clearly date of birth, age, or 
otherwise indicate that the trainee is a 
minor when such is the case. 

(4) Soft drinks and other such re¬ 
freshments will be within easy access of 
trainees in enlisted men's clubs. 

ft 55.5 Health —(a) Equality of treat¬ 
ment. Medical treatment, including hos¬ 
pitalization and surgical care, shall be 
furnished to trainees In the same man¬ 
ner as furnished to members of the 
Armed Forces in general. 

(b> Medical care . Trainees are en¬ 
titled to be retained beyond their train¬ 
ing period for the purpose of receiving 
hospitalization, or medical, surgical, or 
dental care occasioned by accidents or 
illness. 

(c) Inspections. Quarters, food, and 
sanitary facilities shall be inspected fre¬ 
quently and regularly by the proper au¬ 
thorities to insure adequacy. 

ft 55.6 Safety —(a> Vehicle registra¬ 
tion. All motor vehicles belonging to 
trainees and operated on miUtary in¬ 
stallations shall be registered and their 
use thereon strictly supervised. 

<b> Supervision of recreational ac¬ 
tivities. Recreational activities, such as 
swimming, shall be closely supervised. 
The opportunity to learn to swim should 
be afforded to all trainees. 

ft 55.7 Cooperation with the National 
Security Training Commission —<a> Vis¬ 
itations. Subsection 262 <e>. 69 Stat. 
601, 50 U. 8. C. 1013 charges the Na¬ 
tional Security Training Commission 
with advising the President and the Sec¬ 
retary of Defense and reporting an¬ 
nually to the Congress with respect to 
the welfare of persons enlisted under 
section 262, 69 Stat. 600. 50 U. S. C. 1013 
while performing the initial period of 
active duty for training. In order to 
carry out Us statutory responsibilities: 

< 1) The Commission has established 
procedures under which Commissioners, 
or othex qualified persons designated by 
them, will conduct periodic visitations to 
the training installations. While the 
Commission has no responsibility for 
military training itself, it will Inquire 
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into all other aspects of the program, 
including such matters as food, housing, 
recreation, health, safety, religious ac¬ 
tivity, morals, welfare, character guid¬ 
ance. Information, and education. 

(2) The Commission and its author¬ 
ized representatives shall have access to 
all matters relating to the welfare of 
trainees in each of the training installa¬ 
tions and should be authorized to talk 
freely to commanding officers, training 
personnel, and trainees. 

<b) Access to Commission. No trainee 
shall be denied the right of direct and 
private access to the Commission and its 
representatives. 

C. E. Wilson, 
Secretary of Defense . 

IF. R. Doc. 56-6420; riled. Aug. 8. 1956; 

6:47 a. m.J 


Part 144— Schedule of Pees and Charges 

for Cofyino. Certification, and 

Search of Records 

MISCELLANEOUS AMENDMENTS 

1. The authority citation of Part 144 
has been amended to rcAd as follow: 
"Authority: ft ft 144.1 to 144.8 issued un¬ 
der sec. 501, 65 Stat. 290: 5 U. S. C. 140. 
Interpret or apply Pub. Law 599. 84th 
Cong." 

2. Subparagraphs (3) and (4) of 
§ 144.4 (b) are amended to read as fol¬ 
lows: 

ft 1.144.4 Fees. • • • 

<b) Exemptions. • • • 

(3) The address of record of an active 
duty member or former member of the 
Armed Forces when it can be furnished 
informally through local directory (lo¬ 
cator) reference, when requested by a 
member of the Armed Forces of a rela¬ 
tive or legal representative of a member 
of the Armed Forces or the address of 
record requested by any source when the 
address is required for the purpose of 
paying monies or forwarding property 
to a member or former member of the 
Armed Forces. 

(4) Any services requested by or on 
behalf of a member or former member of 
the Armed Forces pertaining to requests 
for: 

(I) Information required to obtain 
financial benefits. 

(II) Document showing membership 
and military record in the Armed Forces 
If discharge or release was under honor¬ 
able conditions. 

< ill) Information relating to a deco¬ 
ration or award or information required 
for memorialization purposes. 

Civ) Review or change in type of dls- 
clrnrge or correction of records. 

(▼) Personal documents, e. g. birth 
certificates, when such documents were 
required to be furnished by the indi¬ 
vidual. 

m • • • • 

C. El Wilson. 

Secretary of Defense. 

IF. R. Doc. 56-6421; Filed. Aug. 8. 1956; 

8:47 *. m.J 
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TITLE 49—TRANSPORTATION 

Chapter I—Interstate Commerce 
Commission 

Subchopter 8—Carrier* by Motor Vehicle 

Part 179 —Transfer or Operating Rights 

At a session of the Interstate Com¬ 
merce Commission. Division 5. held At 
its office In Washington, D. C., on the 
23d day of June A. D. 1952. 

The matter of reprinting the rules and 
regulations governing transfers, under 
sections 206, 209, and 212 <b> of the 
Interstate Commerce Act (49 U. 8. C. 
306, 309. and 312 (b)). of rights to oper¬ 
ate as a motor carrier, in interstate or 
foreign commerce, being under consid¬ 
eration: 

It appearing that by order entered Au¬ 
gust 7. 1943, the Commission approved 
rules and regulations governing the 
transfer of rights to operate as a motor 
carrier in interstate or foreign commerce 
effective December 1. 1943, 

It further appearing that since the 
effective date of the said rules and regu¬ 
lations, the Commission issued supple¬ 
mental orders dated August 4. 194ft, 
December 12, 1949, September 27, 1950, 
July 20. 1951, and April 7. 1952, npprov- 
ing amendments to said rules and regu¬ 
lations; 

It is ordered That, effective on the 
date hereof, rules 1 to 5, inclusive, of 
the rules and regulations prescribed Au¬ 
gust 7. 1943, as revised by 8upplcm<r.Ul 
orders, be, and they are hereby adopted 
and promulgated in revised form as 
follows: 

8*c. 

179 1 Definitions. 

179.2 Applications. 

179 3 Operations by fiduciaries. 

179.4 Transfers and contracts to operate for 

limited periods, consideration!. 

179.5 Orders of Court. 

Authokity: If 179.1 to 179 5 Issued undff 
49 8tat. 546. as amended; 49 U. S. C. 304. 
Interpret or apply 40 Stat. 551. as amended. 
552. os amended. 556, as amended; 49 U. 3. C. 
306.309,312. 

ft 179 1 Definitions. As used in thi5 
part, the following words and terms tat 
construed to mean: 

(a) Transfer . All transactions, not 
Included within sections 5 1 and 210* 


1 Sec 5 (10) provides as follows: 

"Nothing In this section shall be comtrufd 
to require the approval or authorlsati on ol 
the Commission in the case of a transa**^ 
within the scope of paragraph (2) where U* 
only parties to the transaction are motor 
carriers subject to part II (but not Include! 
a motor carrier controlled by or affiliated 
with ^carrier as denned in sec. 1 (3)). 
where the aggregate number of mowr 
vehicles owned, leased, controlled, or operate* 
by such parties, for purposes of transporta¬ 
tion subject to part II, does not exceed 
twenty. 

‘ Nothing In this section shall be eoiwtrued 
to requlro the approval or authorisation cl 
the Commission in the case of a transaction 
within the scope of paragraph (2) where tb* 
only parties to the transaction aro ****** 
suburban, or Interurben electric railway 
none of which U controlled by or und<* 
common control with any carrier which w 
operated ss part of a general steam railroad 
system of transportation." 
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(b) of the Interstate Commerce Act. 
whether by purchase, lease, contract to 
operate, or otherwise, whereby an oper¬ 
ating right as a motor carrier arising 
out of the Interstate Commerce Act is 
acquired by one person from another. 

<b> Operating right . The right to 
operate as a motor carrier in interstate 
or foreign commerce over a route or 
routes or within a specified territory, as 
authorized by a certificate of public con¬ 
venience and necessity or a permit issued 
by this Commission under the provisions 
of the Interstate Commerce Act, or as 
authorized by those provisions of said 
act under which a motor carrier may 
continue operations pending considera¬ 
tion of its application to the Commission 
for a certificate or permit. The term 
does not include the right to operate 
under the second proviso of section 
206 (a),* 

(c> Duplicating rights. Operating 
rights which authorize the transporta¬ 
tion of passengers or of the same com¬ 
modities from and to, or between, the 

same points. 

(<t) Control ' The same meaning as 
that contained in section 1 (3) <b> of 
the Interstate Commerce Act (49 U. 8. C. 
1 (3) <b>>. 

<e> Holder . The record holder of the 
operating rights. Including a lessor. 

<f> Person . Same as defined in sec¬ 
tion 203 (a) (l) of the Interstate Com¬ 
merce Act (49 U. S. C. 303 (a) (1>). 

1179^2 Applications —(a> Form. Ap¬ 
plications for approval of the transfer 
of operating rights shall be made In writ¬ 
ing to the Commission and shall be in 
such form and contain such information 
^ ihe Commission shall prescribe. 

(b> Filing, The verified original of 
such application and four copies thereof 
shall be filed with the Commission at 
Washington, D. C.. one copy thereof shall 
be delivered, in person or by mail, to 
the District Director in each district 
of the Bureau of Motor Carriers In which 
headquarter* of the parties signing such 
application are located, and one copy 
thereof shall be delivered, in person or 
by Bia fl, to the board, commission, or 
official (or to the Governor where there 
» no board, commission, or official) hav¬ 
ing authority to regulate the business 
of transportation by motor vehicle, of 
ctc * 1 State in which either of the appli¬ 
cants operates. Proof of delivery of 
copies of the application to each of such 
Persons shall be made as a part of the 
original verified application filed with 
ihe Commission. 

<c) General basis for approval. (1) 
«cept as may be otherwise provided In 
Part, the proposed transfer de¬ 
scribed in any such application shall be 
approved if it appears that the proposed 
uiuuacu on is one which is not subject 
J? the provisions of section 5. Interstate 
commerce Act: that the proposed trans- 
ler ’ approv ed, will not result in unlaw- 

». transferee of a state certificate of pub- 
^ convenience and necessity who engages In 
'watlons in interstate or foreign commerce 
*econd proviso of sec. 206 (a) Is 
B wJ? ftle properly executed Form 
c regardless of whether the trana- 
-I™*. BUC h Slate certificate previously 
in operations under said proviso. 


ful ownership or control of a motor car¬ 
rier; and that the proposed transferee 
Is fit, willing, and able properly to per¬ 
form the service authorized by the oper¬ 
ating rights sought to be transferred, 
and to conform to the provisions of the 
Interstate Commerce Act and the re¬ 
quirements. rules, and regulations of the 
Commission thereunder. Otherwise the 
application shall be denied. 

(2) The transfer of any operating 
rights under which operations are not 
being conducted at the time of the pro¬ 
posed transfer and have not been per¬ 
formed for a substantial period will be 
approved only upon a showing that the 
cessation of operations was caused by 
circumstances over which the holder of 
such operating rights had no control. 

(d> General basis for disapproval . 
(1) No attempted tranter of any oper¬ 
ating right shall be effective except upon 
full compliance with these rules and 
regulations and until after the Inter¬ 
state Commerce Commission has ap¬ 
proved such transfer as herein provided. 
The mere execution of a chattel mort¬ 
gage. deed of trust, or other similar doc¬ 
ument, does not constitute a transfer 
within the meaning of the rules in this 
part, and docs not require the approval 
of the Commission, unless it embraces 
the conduct of the operation by a person 
other than the holder of the operating 
right A proposed transfer of operating 
rights by means of the foreclosure of a 
mortgage or deed of trust or other lien 
upon such rights, or by an execution in 
satisfaction of any judgment or claim 
against the holder thereof, shall not be 
effective without compliance with these 
rules and regulations and the prior ap¬ 
proval of the Commission. 

(2) A proposed transfer of operating 
rights will not be approved if the Com¬ 
mission finds that the transferee docs 
not intend to. or would not. engage in 
bona fide motor carrier operations under 
such operating rights, or if the Commis¬ 
sion finds that the transferor acquired 
such operating rights for the purpose 
of profiting therefrom and has not en¬ 
gaged in bona flde motor carrier oper¬ 
ations under such operating rights. 

(3) An application for transfer of 
operating rights by sale and purchase 
thereof will not be approved if the Com¬ 
mission considers and determines that 
the purchase price to be paid would be 
excessive and contrary to the public 
interest. 

(4) The Commission w'ill not approve 
a transfer of operating rights to a person 
who controls or who is controlled by. or 
who is under common control with 
another person who is the holder of oper¬ 
ating rights with duplicate, in whole or in 
part, except to an immaterial extent, 
those proposed to be transferred. 

<5> The Commission will not approve 
a transfer of operating rights for a lim¬ 
ited period, whether by lease, operating 
contract, or otherwise, to a person who is 
the bolder of operating rights which du¬ 
plicate. in whole or in part, except to an 
immaterial extent, those proposed to be 
transferred. 

Condition: The rules set forth In para¬ 
graph (d) (4) and (5) of this section 

may be suspended. In the discretion of the 


Commission, with respect to transfers which 
are proposed because of oondiUons resulting 
from national emergency. 

<e) Division of rights. An operating 
right may be divided as to routes or ter¬ 
ritories. and part thereof transferred, 
provided such routes or territories are 
clearly severable and the division thereof 
does not permit the creation of duplicate 
operating rights. No division of operat¬ 
ing rights based upon the class or classes 
of property authorized to be transported 
will be approved, unless it appears to 
the satisfaction of the Commission that 
the part of the operating rights sought 
to be transferred is, because of a differ¬ 
ence in the nature or type of the service 
rendered, clearly distinguishable and 
severable from the remaining operating 
rights. 

4 179.3 Operations bv fiduciaries, (a) 
Unless or until otherwise ordered by the 
Commission, administrators and execu¬ 
tors of the estates of deceased holders 
of operating rights, guardians of in¬ 
capacitated holders of operating rights, 
persons having custody of the business 
of dissolved partnerships the members of 
which held operating rights as partners, 
and trustees, receivers, conservators, as¬ 
signees, or other persons authorized by 
law' to collect and preserve property of 
financially disabled, bankrupt, or de¬ 
ceased holders of operating rights may 
continue the operations authorized by 
such operating rights without approval 
by the Commission of a transfer thereof 
but shall, within 30 days after assuming 
control of such operations, give notice 
thereof by a letter, properly enclosed in 
a stamped envelope addressed to the 
Secretary of the Commission. Washing¬ 
ton. D. C., describing such operations, 
identifying the operating rights under 
authority of which they are conducted, 
stating the full name and address of the 
person or persons who are continuing the 
operations, and stating the date on which 
and the circumstances under w hich such 
person or persons assumed control of 
such operations. 

(b> Operations referred to In para¬ 
graph <a> of this section shall be con¬ 
tinued in the name or names of the 
record holder of the certificate, permit, 
or other operating rights, followed also 
by the name or names of the person or 
persons conducting the operations and a 
designation of his or their capacity.* 
Compliance with this rule with respect 
to all tariffs, schedules, reports, or other 
documents filed in accordance with the 
Interstate Commerce Act or the rules 
and regulations prescribed thereunder, 
shall be sufficient compliance with any 
requirement, rule, or regulation that 
such tariffs, schedules, reports, or docu¬ 
ments be filed in the name of the holder 
of the operating rights. 


•Pbr rxarr.pl©: 

John Jones. Richard Smith, administra¬ 
tor; John Jonas, Richard Smith, executor; 
John Jones and Richard Smith, d/b/a Jonea 
Sc Smith. R. Roe, trustee; John Jones, Rich¬ 
ard Smith, guardian; John Jones. Richard 
Smith, trustee; John Jones. Rtchard Smith, 
receiver; John Jcmee, Richard Smith, con¬ 
servator; and John Jones, Richard Smith, 
assignee. 
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RULES AND REGULATIONS 


5179.4 Transfers and contracts to 
operate for limited periods . considera¬ 
tions . (a) Applicants who seek ap¬ 

proval of a transfer of operating rights 
for a limited period, whether by lease, 
operating contract, or otherwise, shall 
state in their application the specific 
period for which such transfer la sought, 
the consideration for such transfer, the 
time and method of payment thereof, 
and that the applicants have agreed in 
writing that all operating rights Involved 
in the transaction shall revert to the 
transferor at the expiration of said term, 
or upon a discontinuance of operations 
thereunder by the transferee at any time 
prior to the expiration of said term. In 
case of reversion, the transferor shall 
give immediate notice thereof to the 
Commission. 

<b> Unless unsual circumstances are 
involved, an application for the transfer 
of operating rights for a limited period 


of time will not be approved for a period 
longer than one year, during which time 
the parties will be expected to consider 
and determine whether they want to en¬ 
ter into a permanent transaction of sale 
and purchase of the rights: Provided. 
That nothing herein shall be construed 
as approving a sale and purchase of 
operating rights in advance of applica¬ 
tion therefor. 

<c> An application for the transfer of 
operating rights for a limited period of 
time will not be approved unless the 
terms of such transfer provide for a 
maximum rental stated in dollars. 

(d) An application for the transfer 
of operating rights for a limited period 
of time which might otherwise be ap¬ 
proved for a period of one year will not 
be so approved if the Commission con¬ 
siders and determines that the rental 
charge resulting from the transfer for 


the one-year period would be excessive 
and contrary to the public Interest. 

5 179.5 Orders of Court . If any pro. 
posed transfer presented to the CommU. 
sion for approval shall also require tht 
authority or approval of any court, ap* 
plicants shall file with the Commission, 
at the time of filing their application, a 
certified copy of the order of the court 
authorizing the transfer of the operating 
rights Involved, or applicants shall file 
with the Commission, within 30 dayi 
after such transfer has been approved 
by the Commission, a certified copy o t 
the order of Court approving sucb 
transfer. 

By the Commission, division 5. 

I seal! W. P. Barth 

Secretary. 

IP. R. Doe. 56-6425; Filed. Aug. 8. 1858; 

8:47 a. m.J 
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DEPARTMENT OF AGRICULTURE 

Agricultural Marketing Service 
[ 7 CFR Pari 964 ] 

Dried Pics Produced in California 

NOTICE OF PROPOSED RULE MAKING REGARD¬ 
ING THE ESTABLISHMENT OF SALABLE AND 

SURPLUS PERCENTAGES FOR DRIED FIGS FOR 

THE 2956-57 CROP YEAR 

Notice Is hereby given that a proposed 
rule is being considered to establish a 
salable percentage of 80 percent and a 
surplus percentage of 20 percent in con¬ 
nection with dried figs which arc pro¬ 
duced In California and such percent¬ 
ages shall be applicable to each variety 
separately and acquired by handlers 
during the 1956-57 crop year. Those 
percentages wore recommended by the 
Dried Fig Administrative Committee in 
accordance with the applicable provi¬ 
sions of Marketing Agreement No. 123 
and Order No. 64 (20 P, R. 1685), regu¬ 
lating the handling of dried figs pro¬ 
duced In California, effective under the 
Agricultural Marketing Agreement Act 
of 1937, os amended (7 U. S. C. 601 et 
SCQ.h 

Consideration will be given to any 
data, views, or arguments pertaining to 
the proposed rule which are filed in 
triplicate with the Director, Fruit and 
Vegetable Division, Agricultural Market¬ 
ing Service, United States Department 
of Agriculture, Washington 25. D. C.. and 
received not later than the close of busi¬ 
ness on the tenth day after the date of 
publication of this notice in the Federal 
Register, except that, if said tenth day 
after publication should fall on a legal 
holiday. Saturday, or Sunday, such sub¬ 
mission must be received by the Direc¬ 
tor. not later than the close of business 
on the next following business day. 

The proposed percentages are based 
on the following estimates pertaining to 
California dried figs, which were sub¬ 
mitted by the Dried Fig Administrative 


Committee and accepted by the Depart¬ 
ment: (1) Carry-in of about 9.400 tons 
of dried figs (all varieties) on August 1, 
1956; (2) a total merchantable produc¬ 
tion of approximately 21,000 tons of dried 
figs in 1956; (3) a total available supply 
of 30.400 tons (Item 1 plus item 2>: (4) 
an expected disappearance of approxi¬ 
mately 23,500 tons in normal trade chan¬ 
nels; (5) a desirable carry-out of 2.500 
tons on July 31. 1957; and <6> a surplus 
of about 4.400 tons in the 1956-57 crop 
year. 

Although the surplus reflected by the 
above estimates is approximately 21 per¬ 
cent of the 1956 production, it is desir¬ 
able to round the surplus percentage to 
the 20 percent and the salable percentage 
to the 80 percent recommended by the 
committee in view* of the tentative nature 
of the supply and disposition estimates 
at this time. Since each of the four ma¬ 
jor varieties of dried figs have some de¬ 
gree of Interchangeability of use, and 
since the grower income earned by a 
surplus pool should be maximized in 
holding each variety separate and selling 
each In terms of their respective demand, 
the application of this percentage should 
be to each variety, and the proposed rule 
so provides. 

On the basis of the information now 
available to the Department. It appears 
that the estimated average price of dried 
figs to producers for the crop year be¬ 
ginning August 1, 1956. will not exceed 
the price level contemplated in $2 (1) 
of the aforesaid act. 

The proposed percentage rule is as 
follows: 

i 964.200 Dried fig salable tonnage 
and surplus tonnage regulation for the 
1956-57 crop year . The salable percent¬ 
age of natural condition dried figs ac¬ 
quired by handlers during the crop year 
beginning August 1. 1956. and ending 
July 31. 1957. shall be 80 percent, and 
the surplus percentage of such dried figs 
for the said crop year shall be 20 percent. 


and such percentages shall be applicable 
to each variety separately. 

Dated: August3.1956. 

I seal! 8. R. Smith. 

Director. 

Fruit and Vegetable Division. 

|F. K Doc. 56-6433; Filed. Aug. 8. 1850. 
8:48 a. m.) 


[ 7 CFR Pori 967 1 

| Docket No. AO-170-A10J 

Milk in South Bend-La Porte, In»- 
Marketing Area 

NOTICE OF HEARING ON PROPOSED AMEND¬ 
MENTS TO TENTATIVE MARKETING AGREE¬ 
MENT AND TO ORDER. AS AMENDED 

Pursuant to the Agricultural Market¬ 
ing Agreement Act of 1937. as amended 
(7 U. S. C. 601 et seq.). and the appli¬ 
cable rules of practice and procedure 
governing the formulation of marketing 
agreements and marketing orders <7 ClR 
Part 900). notice is hereby given of » 
public hearing to be held in the Oliver 
Hotel, South Bond, Indiana, beginning 
at 10:00 a. m.. c. d. t.. Tuesday, Au>m* 
14. 1956, for the purpose of receiving 
evidence with respect to the proposed 
amendments hereinafter set forth, « 
appropriate modification thereof, to tne 
tentative marketing agreement hereto¬ 
fore approved by the Secretary of Agri¬ 
culture and to the order, as amendea. 
regulating the handling of milk in U* 
South Bend-La Porte. Indiana, marvel¬ 
ing area (7 CFR 967 et seq ). The pro¬ 
posed amendments have not received titf 
approval of the Secretary of Agriculture* 
The proposed amendments to the or¬ 
der, as amended, regulating the bandlin* 
of milk in the South Bend-La Po™ 
Indiana, milk marketing area are as fol¬ 
lows: . _ 

Proposed by Pure Milk Association. 
Chicago. Illinois; 








Thursday , August 9 $ 1956 
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1. Amend 5 967.41 to establish a new 
Class (Class I-A) for milk used in cot* 

Uge cheese. 

2. Amend $ 967.44 Cc) to read as 

follows: 

(c> As Class I milk If received by 
transfer or diversion at a plant not an 
approved plant in the form of any item 
named in 5 967.41 fa) (1), <2>. or <3> t 
unless (1) the transferor handler claims 
Class II classification on the basis of 
utilization in the unapproved plant in 
his report submitted to the market ad¬ 
ministrator pursuant to I 967.30 for the 
month In which such transaction oc¬ 
curred, (2) the receiver maintains books 
and records showing the utilization of 
oil skim milk and butterfat at his plant, 
and which are made available to the 
market administrator, and (3) in such 
receiver's plant there actually had been 
used during the delivery period in the 
use indicated in such report not less than 
an equivalent amount of skim milk and 
butterfat derived by him from milk or 
cream with which such receipts were 
commingled: Provided , That if upon in¬ 
spection of such receiver’s records there 
had not been used in such indicated use 
an equivalent amount of skim milk and 
butterfat so derived, the remaining 
pounds shall be classified as Class I milk. 

3. Reconsider the allocation of Class I 
and Class II milk values to skim milk 
and butterfat as now provided in 

1967.46. 

4. Delete the following firms listed In 

1867.50 (g): 

Borden Co.. Black Creek. WU. 

Borden Co., GreenvlUf. WU. 

Camatiun Co , Berlin. WU. 

Carnation Co.. Jefferson. Wts. 

Carnation Co., Chilton, Wu. 

5. Dclrte 5 967.50 (b) in its entirety. 

6 Amend 5 967.51 to provide a special 
f°r Class I-A milk as follows: 

Prom the price of spray process non- 
fatdry milk (Chicago area manufactur¬ 
es plants' deduct two cents per pound, 
multiply the resultant figure by 8.5. The 
shall be known as the price per 
hundredweight of skim milk used in cot- 
cheese/* 

1 Amend } 967.51 <a> to reed: 

f *' Add to the basic formula price 
'•»5 percent butterfat milk) $1.30 per 
hundredweight for each delivery period 
oi the year: Provided , That such Class 
1 Price shall be increased or decreased re- 
jP^threly, by the supply-demand adjust- 
computed under Federal Order No. 

l regulating the handling of milk in 
w Chicago, Illinois, marketing area. 

• Amend } 967 61 to read: 

jL 8 ® 7 ® 1 Diverted Mil*, (al Ex- 
„ Ulc months of September. Octo- 
^.November and December, producer 
diverted from a handler’s plant to 

Plant not an approved plant shall be 
emf’d to h ave j )cen recc j ve( | ^ t he 

*noicT for whose account such milk 
*as diverted. 

**>» During the months of September, 
d Nov cnnber and December, milk 
not i 10 a n on-approved plant shall 

• ** considered as producer milk. 


9. Add a new l 967.46 (f> as follows: 

(f) Subtract from the remaining 
pounds of skim milk and butterfat any 
amount in excess of 20 percent of re¬ 
ceipts from producers. The resultant 
amount shall be the amount of Class m 
skim milk and butterfat. 

10. Add a new 3 967,53 to read: 

S 967.53 Class III milk prices. The 
minimum prices per hundredweight to 
be paid by each handler for skim milk 
and butterfat in producer milk received 
and classified as Class ITT milk for each 
delivery period shall be the marketwide 
uniform price for the respective delivery 
period. 

Proposed by South Bend-Mishawaka 
Handlers: 

11. Amend 8 967.41 to establish a new 
class (Class n~A> for butterfat used in 
churning butter. 

12. Amend 3 967.51 to provide a special 
price for butterfat used in churning as 
follows: 

5 967.51 Class I milk prices. The min¬ 
imum price per hundredweight for all 
butterfat which is used by a handler to 
churn butter or which may be sold to a 
non-handler or transferred to a handler 
and is actually used for the churning of 
butter shall be computed as follows: 

<a> Multiply by 100 the simple aver* 
age of the daily average wholesale selling 
prices (using the midpoint of any price 
range as one price) of Grade A (92-score) 
bulk creamery butter per pound as re¬ 
ported by the Department during the 
delivery period. 

Proposed by the Dairy Division. 
Agricultural Marketing Service: 

13. Make such changes as may be re¬ 
quired to make the entire marketing 
agreement and order conform with any 
amendments thereto which may result 
from this hearing. 

Copies of this notice of hearing and of 
the order now in effect may be procured 
from the Market Administrator, 116 
South William Street. P. O. Box 216, 
South Bend 24. Indiana, or from the 
Hearing Clerk, Room 112, Administration 
Building. United States Department of 
Agriculture, Washington 25, D. C„ or 
may be there Inspected. 

Dated: August 6. 1956. 

rsEALl Roy W. Lennartson. 

Deputy Administrator. 

[P. R. Doc. 56-6435: Piled. Aug 8. 1956; 

8:48 a m. | 


DEPARTMENT OF HEALTH, EDU¬ 
CATION, AND WELFARE 

Food and Drug Administration 

[ 21 CFR Part 120 ] 

Tolerances and Exemptions From Tol¬ 
erances for Pesticide Chemicals in or 
on Raw Agricultural Commodities 

NOTICE OF FILING OF PETITION FOR ESTAB¬ 
LISHMENT OF TOLERANCE FOR RESIDUES Or 
OX YTETRACY CLINE 

Pursuant to the provisions of the Fed¬ 
eral Food, Drug, and Cosmetic Act (sec. 


408 (d) (1>. 68 Slat. 512; 21 U. S. C. 
346a (d) (1)), the following notice is 
issued: 

A petition has been filed by Chas. 
Pfizer and Company. Inc., 630 Flushing 
Avenue. Brooklyn 6. New York, propos¬ 
ing the establishment of a tolerance of 
10 parts per million for residues of 
oxytetracycline in or on uncooked 
poultry. 

The analytical method proposed in the 
petition for determining residues of 
oxytetracycline is the method of Grove 
and Randall in “Assay Methods of Anti¬ 
biotics," pages 50-52. published by Med¬ 
ical Encyclopedia. Inc. (1955). 

Dated: August 2. 1956. 

(sealI John L. Harvey, 

Deputy Commissioner 
of Food and Drugs. 

|P. R. Doc. 56-6410: Piled, Aug. 8, 1956; 
8:45 a. m.J 


SECURITIES AND EXCHANGE 
COMMISSION 
[ 17 CFR Port 240 1 

General Rules and Regulations Under 
the Securities Exchange Act of 1934 

unlisted trading 

Notice is hereby given that the Com¬ 
mission has under consideration a pro¬ 
posed amendment to paragraph (a) of 
5 240.12f-2 (Rule X-12F-2) under the 
Securities Exchange Act of 1934. 

Section 12 (f) of the Securities Ex¬ 
change Act of 1934 provides that a 
national securities exchange, upon ap¬ 
plication to and approval of such 
application by the Commission under 
certain conditions, may continue un¬ 
listed trading privileges to which a se¬ 
curity has been admitted on such ex¬ 
change prior to March 1. 1934, or may 
extend unlisted trading privileges to any 
security duly listed and registered on 
another national securities exchange, or 
any security for which there is available 
from data filed with the Commission 
pursuant to its rules under the Federal 
securities laws Information substantially 
equivalent to that available In case of a 
security duly listed and registered. 

Rule X-12F-2 deals with the continua¬ 
tion of unlisted trading privileges 
granted to a security pursuant to section 
12 (f) when changes occur with respect 
to the security. Paragraph (a> of Rule 
X-12F-2 provides that a security ad¬ 
mitted to unlisted trading privileges 
shall be deemed to be the security there¬ 
tofore admitted to such privileges not¬ 
withstanding specified changes Including 
changes in the par value, the number of 
shares authorized, or the number of 
shares outstanding. The proposed 
amendment would clarify this paragraph 
to make It clear that a security will not 
be deemed to be the security theretofore 
admitted to unlisted trading privileges 
if the change occurs In connection with 
a merger, a sale or acquisition of assets, 
or under circumstances which involve a 
substantial change in the identity or 
business of the issuer. If in such cases 
the exchange believes that, notwith¬ 
standing the change, the security is sub- 
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stantlally equivalent to the security 
previously admitted to unlisted trading 
privileges and it wants to be able to con¬ 
tinue unlisted trading privileges on this 
basis, it would be necessary for the ex¬ 
change to file an application, under par¬ 
agraph (b> of the rule, requesting the 
Commission to determine whether the 
security is substantially equivalent to 
the security previously admitted to 
unlisted trading privileges. 

The proposed amendment would be 
adopted pursuant to the Securities Ex¬ 
change Act of 1934, particularly sections 
12 <f> and 23 <a> thereof. 

The text of paragraph (a) of 
$240.12f-2 as proposed to be amended 
is as follows: 

j 240.121-2 Changes in securities ad¬ 
mitted to unlisted trading privileges. 
(a) Unless the changes enumerated in 
subparagraphs <1>, (2) or (3) of this 


PROPOSED RULE MAKING 

paragraph occur In connection with a 
merger, a sale or acquisition of assets, 
or under any circumstances which in¬ 
volve a substantial change in the iden¬ 
tity or business of the issuer, a security 
admitted to unlisted trading privileges 
on a national securities exchange shall 
be deemed to be the security theretofore 
admitted to such privileges on such ex¬ 
change although changed in one or more 
of the following respects: 

(1) Title of such security or the name 
of the issuer: 

(2) The maturity. Interest rate, and/ 
or outstanding aggregate principal 
amount of an issue of bonds, debentures 
or notes; 

<3> The par value, dividend rate, 
number of shares authorized and/or the 
outstanding number of shares of a stock. 

Such exchange shall notify the Com¬ 
mission in writing of any change 


NOTICES 


DEPARTMENT OF THE TREASURY 

Internal Revenue Service 

(Order No. 35] 

Certain Officials 

DELEGATION OF AUTHORITY WITH RESPECT 
TO AGREEMENTS AS DETERMINATIONS 

pursuant to the authority vested in me 
as Commissioner of Internal Revenue by 
section 1.1313 (a)-4 <c) of Treasury De¬ 
cision 6162 approved February 3. 1956, 
the authority to enter into agreements 
on Form 2259, pursuant to section 
1313 <a) (4), Internal Revenue Code of 
1954. relating to agreements treated as 
determinations, is hereby redelegated to 
the following officers of the Internal 
Revenue Service. 

<a> Associate Chiefs of Regional Ap¬ 
pellate Divisions; 

<b) Assistant Chiefs of Regional Ap¬ 
pellate Divisions; and 

<c) Special Assistants to the Chiefs of 
Regional Appellate Divisions. 

Issued: July 27. 1956. 

Effective: July 27, 1956. 

IsealI O. Gordon Delk, 

Acting Commissioner . 

|F. R. Doc. 56-6427; Filed. Aug. 8. 1966; 

8:47 a. m.) 


DEPARTMENT OF THE INTERIOR 

Bureau of Land Management 

Colorado 

NOTICE OF PROPOSED WITHDRAWAL AND 
RESERVATION OF LANDS; CORRECTION 

August 2. 1956. 

Notice of proposed withdrawal and 
reservation of lands, serial No. Colorado 
013628 dated July 16. 1956. identified as 
F. R. Doc. 56-5932, filed July 23. 1956, 
8:46 a. m., and appearing in Federal 


Register of July 24. 1956, pages 5538-39. 
is corrected os follows: 

Sixth Principal Meridian. Colorado 

ROUTT NATIONAL fORX»T 

Under ’ Lake Elmo Recreation Area" 
the description should read: 

Lake Elmo Re-creation Area: 

T. 6 N. R. 63 W-. unsurveyed. 

In approximate* Section 25. 

Beginning at corner No. 1. from which 
the SW. comer of Section 19. T. 6 N., 
R 83 W . bean N. 69* E. a distance of 
27 chains, due south 25 chains to cor¬ 
ner No. 2. thence due west 25 chains to 
corner No. 3. thence due north 25 
chains to corner No. 4 and thence due 
east 25 chains to corner No. 1. the 
point of beginning. 

J. Elliott Hall, 
Acting State Supervisor . 

|P R. Doc. 56-6411: Filed. Aug. 8. 1956; 

8:45 a. m.J 


[W-043682] 

Wyoming 

STOCK DRIVEWAY WITHDRAWAL NO. 128, 
WYOMING NO. 13. REDUCED 

Bv virtue of the authority contained 
in section 10 of the act of December 29. 
1916 <39 Stat. 865), as amended by the 
act of January 29. 1929 (45 Stat. 1144; 
43 U. 8. C. 300). and In section 7 of the 
act of June 28. 1934 (48 Stat. 1272), as 
amended by the act of June 26. 1936 <49 
Stat. 1976; 43 U. S. C. 315f>. and pur¬ 
suant to the authority delegated by the 
Director. Bureau of Land Management, 
in section 2.5, Order No. 541, dated April 
21, 1954 (19 F. R. 2473 >, it is ordered as 
follows: 

Subject to valid rights and the pro¬ 
visions of existing withdrawals, Depart¬ 
mental Order dated March 20. 1920. 
establishing Stock Driveway No. 128, 
Wyoming No. 13. under section 10 of 
the act of December 29. 1916 (39 Stat. 


promptly after learning thereof, except 
that such notification need not be filed 
if such security is also listed and regl*. 
tered on another national iecuriLa 
exchange. 

All Interested persons are invited to 
submit views and comments on the pro¬ 
posal in writing to the Securities and 
Exchange Commission. Washington & 
D. C., on or before August 31. 1954 
Views and comments received will be 
available for public inspection unless m 
any case a person requests that his r oo- 
ments shall not be made public. 

By the Commission. 

I seal 1 Orval L. DuBoi5. 

Secretary. 

July 30. 1956. 

|F. R. Doc. 66-6416; Filed. Aug 8. UM 
8:46 a.kxl) 


865. 43 U. S. C. 300) is hereby revoked 
as far as it affects the following de¬ 
scribed lands: 

Sixth Principal Meridian, Wyoming 

T. 40 N . R. 87 W.. 

Sec. l: Lot 2. W%NViSW!4*B*;. 

The area described aggregates 38.64 
acres. 

This revocation is made In furthrr- 
ance of an exchange under section 8 « 
the act of June 28.1934 (48 Stat. 1272) m 
amended by section 3 of the act of Ju« 
26. 1936 (49 Stat. 1976; 43 U. S. C. 3lfc> 
by which the offered land will ben rill l 
Federal land program. This restoration 
is therefore not subject to the proviso* 
contained in the act of September 27, | 
1944 (58 Stat. 747; 43 U. S. C. 279 -2S4> M 
amended, granting preference richtt » 
veterans of World War II and the Korean 
Conflict and others. 

Lowell M. Puckett 
State Supervisor. 

|F R. Doc. 56-6412; Filed, Aug 8. l«'-« 
8:45 a. m | 


Utah 

NOTICE or FILING OF PLAT Of SURVEY A** 
ORDER PROVIDING FOR OPENING OF pUUltf 
LANDS 

A plat of survey of each township & 
described below will be officially filed » 
the Land Office. Salt Lake City. VW 
effective at 10: 90 a. m. September 4 
1956 

GALT LaXX MERIDIAN 

T. 21 8.. R. 11 E.. 

Sections L 2, 3. 16. 31. 32. S3. 36. 

Aren surveyed: 5.787.52 acres. 

Plat of survey accepted June 11. I® 5 * 

The land is principally broken, rolli-ijj 
benches with scattered mesas lying 
the San Rafael Swell The soil is « ■ 
shallow sandy clay and rocky, hditf ® 
limestone and sandstone bedrock. 
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township Is covered with a scattered 
growth of Juniper and plnon pine, many 
types of bushes and grasses. 

T. 24 8., R. 10 K.. 

Section* 2 , 10, 32. 32 and 30. 

Arra Mirvcyed: 3,433.88 acre* 

Plat ol survey accepted June 20. 1950. 

The land is composed of broken rolling 
benches with scattered mesas. The soli 
is shallow sandy clay and rocky, lying on 
limestone and sandstone bedrock. The 
township is covered with a scattered 
growth of Juniper and pinon pine, many 
types of bushes and grasses. 

T. 24 S„ R 12 E.. 

Sections 2,16, 31. 32 and 30. 

Arta surveyed: 2,913.04 acres. 

PUt of survey accepted June 26. 1950. 

The land in this township is princi¬ 
pally rough and broken sandstone slopes 
with scattered pinon and Juniper. 

T.25S.R. 10 B. 

Sections 2.16.31.32 and 36. 

Arcs mirveyed: 3,199.72 acres. 

Plat of survey accepted June 28,1956. 

The land is composed of shale and 
limestone. The township is drained by 
a number of canyons beginning on the 
San Rafael Sw ell and draining southerly. 
There Is a medium growth of scrub juni¬ 
per and pinon over most of the township. 
There is a lack of water, 

T.29S.R. 14 E., 

Section# 31.32. 33.34. 35 and 36. 

Arwi imrveyed: 3,832.01 acres*. 

Plat of aurvey accepted June 11, 1950. 

In general, the terrain is rough and 
mountainous with a few scattered Juni¬ 
per and pinon. with a sparse under¬ 
growth of scrub sagebrush, salt brush 
And bunch grass. 

T 33S..R 8E, 

Section# 1 . 2. 3. 10. 32, 33. and 30. 

Area surveyed: 4.188.16 acre*. 

of turvey accepted June 11. 1956. 

In general, the terrain is characterized 
by steep sandstone slopes, cut by box 
canyons, and clay badlands. The soil is 
Ppor. mostly a shallow sand to rocky 
c «>* loam. The timber is a dwarf juni¬ 
per and stunted pinon, with very little 
undergrowth. 

T ttS .R OE., 

fiechon# l. 2. 8. 10, 32. and 30. 
Arraturveyed: 3.837.70 acre®. 

of survey accepted June 11. 1956. 

7*lf tow n*hip to principally high mesas 
cut by deep, steep-sided box canyons. 

to poor, mostly clay. The tlm- 
oer la dwarf Juniper and pinon. with very 
J?. ue undergrowth. The canyons have 
uiiermittent streams of alkaline water 
during the wet season. 

T- 3 *8 .B. 8 E , 

S*ct!on* l. 2. 3, 10. 32. 33. and 30. 

Ar«» aurveyed: 4,480 92 acre*. 

*urvey accepted June 11, 1950. 

*? wn5hl P to mountainous country 
l!v. D T deep canyons draining in a south- 
direction. The soil is mostly 
Ls a J >l !. top of a *an<totonc strata. There 
dens€ growth of juniper and 

witK Tbe und ergrowth is mostly brush 
with very little grass. 


T 34 S roe 

Section# 1, 2. 3. 10, 31, 32. 33. and 30. 

Area surveyed: 4.813.04 acre#. 

Plat of survey accepted June 11. 1950. 

The township is mountainous, cut by 
numerous steep-sided canyons. The soil 
is mainly a deep blue clay but on some is 
a shallow sandy clay. There is a very 
widely scattered growth of dwarf juni¬ 
per. The undergrowth consists of vari¬ 
ous brushes and some grama grass. 

T 35 S R. 8 E 

Section# 1. 2.’ 3. 16. 31. 32. 33. and 36. 

Area surveyed: 5.119.52 acres. 

Plat of survey accepted June 11, 1956. 

The tow r nship is composed of high 
mesas, broken away by erosion. The soil 
is loose sandy to rocky clay loam. The 
timber is mainly juniper and stunted 
pinon. The undergrowth in the sandy 
part is principally grama grass and in 
the clay areas brushes and w eeds. 

T. 35 S.. R 9 E. 

Section# 1. 2. 3. 16. 32. 33. and 36. 

Area surveyed: 4.477.52 acre#. 

Plat of #urvey accepted June II. 1950. 

The land Is mainly broken sandstone 
slopes, cut by numerous box canyons 
and gulches. The soil is a poor grade of 
sand and clay, and is very rocky. The 
only Umber is dwarf Juniper and stunted 
pinon. The underbrush consists mainly 
of shadscalc, rabbit brush, weeds and 
very litUe grass. 

It is presumed that the right of the 
State of Utah attaches to sections 2, 16. 
32, 36. of the above-described townships 
on the date of acceptance of plats of 
survey, subject to valid existing rights 
and the provisions of existing with¬ 
drawals. Therefore, preference rights of 
veterans of World War II and the 
Korean conflict, and others, as provided 
for by the act of September 27. 1944 (58 
Stat. 747; 43 U. S. C. 279-284> os 
amended, do not attach to these sections. 

No application for these lands will be 
allowed under the homestead, desert- 
land small-tract, or any other non- 
mineral public-land law. unless the lands 
have already been classified as valuable, 
or suitable for such type of application, 
or shall be so classified upon considera¬ 
tion of an application. Any application 
that is filed will be considered on its 
merits. The lands will not be subject 
to occupancy or disposition until they 
have been classified. 

Subject to any existing valid rights 
and the requirements of applicable law. 
the lands in Uic foregoing townships are 
hereby opened for filing of applications 
in accordance with the following; 

a. Applications under the non-mineral 
public land laws may be presented to 
the Manager mentioned below, beginning 
on the date of this order. 6uch applica¬ 
tions will be considered as filed on the 
hour and respective dates shown for the 
various classes enumerated in the fol¬ 
lowing paragraphs: 

1. Applications by persons having 
prior cxlsUng valid settlement rights, 
preference rights conferred by existing 
laws, or equitable claims subject to al¬ 
lowance and confirmation will be adjudi¬ 
cated on the facts presented in support 
of each claim or right. All applications 


presented by persons other than those 
referred to In this paragraph will be 
subject to the applications and claims 
mentioned in this paragraph. 

2. All valid applications under the 
Homestead, Desertr Land, and Small 
Tract Laws by qualified veterans of 
World War II or of the Korean conflict, 
and others entitled to preference rights 
under the act of September 27. 1944 (58 
Stat. 747; 43 U. S. C. 279-284 as amend¬ 
ed!, presented prior to 10:00 a, m. on 
September 6. 1956, will be considered as 
simultaneously filed at that hour. Rights 
under such preference right applications 
filed after that hour and before 10:00 
a. m. on December 6. 1956. will be gov¬ 
erned by the time of filing. 

3. All valid applications under the 
non-mineral public land laws, other than 
those coming under paragraphs (1) and 
(2) above, presented prior to 10:00 a. m. 
on December 6, 1956, will be considered 
os simultaneously filed at that hour. 
Rights under such applications filed 
after that hour will be governed by the 
time of filing. 

Persons claiming veteran's preference 
rights under paragraph (2) above must 
enclose with their applications proper 
evidence of military or naval service, 
preferably a complete photostatic copy of 
the certificate of honorable discharge. 
Persons claiming preference rights based 
upon valid settlement, statutory prefer¬ 
ence. or equitable claims, must enclose 
properly corroborated statements In sup¬ 
port of their applications, setting forth 
all facts relevant to their claims. De¬ 
tailed rules and regulations governing 
applications which may be filed pursuant 
to this notice can be found in Title 43 of 
the Code of Federal Regulations. 

Inquiries concerning these lands shall 
be addressed to Manager, Land Office, 
Room 312, Federal Building, P. O, Box 
777, Salt Lake City 10. Utah. 

Ernest K. Hottse, 
Manager, Land Office. 

August 1.1956. 

IF. R. Doc. 66 6413; Filed. Aug. 8. 1956; 

% 8:46 ft. m.) 


Office of the Secretary 

| Order 2815) 

Heads or Bureaus 

DELEGATION OF AUTHORITY WITH RESPECT 

TO FIRE PROTECTION AND ASSISTANCE 

Section 1 . Delegation of authority. 
The head of each bureau is authorized 
to exercise the authority vested in the 
Secretary of the Interior pursuant to the 
act of May 27. 1955 (69 Stat. 66; 42 
U. S. C., 1952 ed.. Supp. IH. sec. 1856). 
with respect to reciprocal agreements 
with fire organizations and the render¬ 
ing of emergency assistance in extin¬ 
guishing fires op preserving life and prop¬ 
erty from fire, subject to the regulations 
prescribed by the Secretary of the 
Interior. 

Sec. 2. Redelegation, The head of 
each bureau may. in writing, redelegate 
or authorize written redelegation of the 
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NOTICES 


authority granted in section 1 of this 
order. 

(Sec. 2, Reorganization Plan No. 3 of 1950; 
5 U. 8 C.. 133X--15. note) 

Fred A. Seaton. 

Secretary of the Interior . 

Aucust 1,1956. 

IP. R. Doc. 56-6415; Filed. Aug 8. 1956; 
8:46 a. m.) 


Order Designating the Chimney Rock 

National Historic Site. Bayard, 

Nebraska 

Whereas the Congress of the United 
States has declared It to be a national 
policy to preserve for the public use his¬ 
toric sites, buildings, and objects of na¬ 
tional significance for the inspiration 
and benefit of the people of the United 
States; and 

Whereas Chimney Rock, located In the 
vicinity of the City of Bayard in the 
County of Morrill, and 8tate of Ne¬ 
braska. is recognized by the Advisory 
Board on National Parks. Historic Sites, 
Buildings, and Monuments, as possess¬ 
ing national significance as a unique and 
celebrated landmark on the Oregon trail, 
the great transcontinental route of the 
covered wagon migration during the 
mid-nineteenth century; and 

Whereas the State of Nebraska, 
through the Nebraska State Historical 
Society, holds title to the land containing 
this historic landmark; and 

Whereas a cooperative agreement has 
been made between the Nebraska State 
Historical Society, the City of Bayard, 
and the United States of America, pro¬ 
viding for the designation, preservation, 
and use of Chimney Rock as a national 
historic site: 

Now, therefore, under and by virtue 
of the authority conferred by section 2 
of the act of Congress approved August 
21.1935 (49 Stat. 666), I do hereby desig¬ 
nate the following described lands to be 
a national historic site, having the name 
••Chimney Rock National Historic Site *: 

A tract of land in the Southwest Quar¬ 
ter of Section 17. Township 20 North, 
Range 52 West, of the 6th P. M . Morrill 
County, Nebraska, more particularly de¬ 
scribed as follows: 

80.2 acres, more or less, in the South¬ 
west Quarter <SWV*) of Section Seven¬ 
teen (17). Township Twenty <20> North, 
Range Fifty-two (62) West of the 6th 
P. M., Morrill County, Nebraska, more 
particularly described as follows: Be¬ 
ginning at the southwest comer of said 
Section 17, running thence north on the 
section line a distance of 34.00 chains, 
running thence at right angles and east 
a distance of 23.50 chains, running 
thence south a distance of 34.14 chains 
to a point on the south line of said Sec¬ 
tion 17, said point being 16 50 chains 
west of the south quarter corner of said 
Section 17, running thence west along the 
south line of said Section 17 to the south¬ 
west corner thereof, the point of be¬ 
ginning; and 

A tract of land described as follows: 

Beginning at a point which is on the 
North line ol the NWVi of Section 20 T. 


20 N.. R. 52 W. and 40 feet West of the 
North one quarter corner thereof: 
Thence turning an angle of 60 degrees 
and 00 minutes to the left from the said 
North line of the NW!/« of Section 20 
and running Southwesterly a distance of 
244.00 feet to a point; thence turning an 
angle of 67 degrees and 50 minutes to 
the right from the last course and run¬ 
ning Northwesterly a distance of 935.00 
feet to a point; thence turning an angle 
of 35 degrees and 40 minutes to the right 
from the last course and running North 
and Westerly a distance of 113.00 more 
or less to intersect the North line of the 
said NW^ of Section 20 at a point 
1169.00 feet West of the North one quar¬ 
ter comer of the said Section 20; thence 
running east along the North line of the 
said NW*i of Section 20 a distance of 
1129.00 feet more or less to the point of 
beginning of the tract being described. 
The above-described tract lies wholly 
within the NW>4 of Section 20 T. 20 N., 
R. 52 W. and contains 3.50 acres of land 
more or less, but excepting .34 of an 
acre, more or less, which was formerly 
included within the area of a cemetery 
surveyed and platted July 31. 1896, by 
the Chimney Rock Cemetery Association. 

The administration, protection, and 
development of this national historic 
site shall be exercised in accordance 
with the provisions of the above-men¬ 
tioned cooperative agreement and the 
act of August 21. 1935. supra. 

Warning is expressly given to all un¬ 
authorized persons not to appropriate, 
injure, destroy, deface, or remove any 
feature of this historic site. 

In witness whereof. I have hereunto 
set my hand and caused the official seal 
of the Department of the Interior to be 
affixed, in the City of Washington, this 
2d day of August 1956. 

Fred A. Seaton, 
Secretary of the Interior . 

IF. R. Doc. 56-6414; Filed. Aug. 8. 1956; 

8: 46 a. in 1 


DEPARTMENT OF COMMERCE 

Federal Maritime Board 

Matson Navigation Co. and Mitsui 
Steamship Co. 

NOTICE or AGREEMENT FILED WITH THE 
BOARD EOR APPROVAL 

Notice is hereby given that the follow¬ 
ing described agreement has been filed 
with the Board for approval pursuant to 
section 15 of the Shipping Act, 1916, 39 
Stat. 733,46 U.S.C.814. 

Agreement No. 8104, between Matson 
Navigation Company and Mitsui Steam¬ 
ship Company. Limited (Mitsui Line), 
covers the transportation of canned 
pineapple and canned pineapple juice 
under through bills of lading from Ha¬ 
waii to European Continental sea ports, 
with transhipment at U. 8. Pacific Coast 
ports. 

Interested parties may inspect this 
agreement and obtain copies thereof at 
the Regulation Office. Federal Maritime 
Board. Washington. D. C.. and may 
submit, within 20 days after publication 
of this notice in the Federal Register, 


written statements with reference to the 
agreement and their position as to ip» 
proval, disapproval, or modification, to¬ 
gether with request for hearing jbouid 
such hearing be desired. 

Dated: August 3,1956. 

By order of the Federal Murium 
Board. 

(seal! A. J. Williams, 

Secretary . 

IF. R. Doc. 66-6423; Filed. Aug. 8. IMf; 

8:47 a. m ) 


ATOMIC ENERGY COMMISSION 

(Docket No. F 16] 

Power Reactor Development Co. 

NOTICE or ISSUANCE OF CONSTRLVTIOH 

PERMIT 

Please take notice that the Atomic 
Energy Commission has issued the con¬ 
struction permit set forth below to the 
Power Reactor Development Company 
In accordance with the procedures 
forth in t he C ommission's rules of prac¬ 
tice (10 CFR Part 2), the Commission 
will direct the holding of a formal hear¬ 
ing upon timely receipt of a request 
therefor from the applicant or an inter- 
venor. 

Construction permit . Power Reactor 
Development Company of Detroit, Mich¬ 
igan (hereinafter “PROC") on January 
7, 1956, filed its application for license 
under section 104b of the Atomic Energy 
Act of 1954 (hereinafter **the acD to 
construct and operate a nuclear reactor 
(hereinafter “the reactor'*). Amend¬ 
ments to the application were filed on 
June 6, 1956, July 12. 1956, July 20. 1956, 
and July 23. 1956. The original applica¬ 
tion together with said amendments is 
hereinafter referred to as “the applica¬ 
tion*'. 

In its application PRDC has presented 
information on the general design of the 
reactor and its program for carrying out 
further investigations leading to a fin* 3 
design of the reactor. Based on the in¬ 
formation submitted by PRDC. the 
Atomic Energy Commission (hereinafter 
“the Commission**) has found that: 

A. The reactor will be a utilization 
facility as defined in the Commission's 
regulations contained in Title 10. Chap¬ 
ter I, CFR Part 50. “Licensing of Pro¬ 
duction and Utilization Facilities’. 

B. The reactor will be a utilization fa¬ 
cility involved in the conduct of research 
and development activities leading to d* 
demonstration of the practical value of 
that type of facility for Industrial or 
commercial purposes. 

C. PRDC. Atomic Power Development 
Associates. Commonwealth Associate! 
Inc., and United Engineers and Con¬ 
structors, Inc., are technically qualified 
to design and construct said reactor. 

D. (1) There are identified areas or 
uncertainty regarding the hazards po¬ 
tential of fast neutron breeder reactor* 
that must be investigated and reaolr^ 
From the current state of the tecnoloffj 
applicable to such reactors it can rea¬ 
sonably be inferred that there may "J 
other areas of uncertaintly not P 
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identified and requiring investigation 
and resolution. Of primary importance 
among the identified areas of uncer¬ 
tainty are: 

<«) Whether there exists in the PRDC 
reactor a positive component of the tem¬ 
perature coefficient similar to that ex¬ 
hibited in the Commission's experi¬ 
mental breeder reactor (EBR-I). The 
source of the positive component of the 
temperature coefficient exhibited by 
EBRr-I (presently believed to be caused 
by dimensional distortion of the core 
structure > must be identified and its 
effect, if any, in the PRDC reactor must 
be eliminated. 

<b> Whether there is a credible con¬ 
dition of meltdown and reassembly of the 
fuel of the PRDC reactor which could 
result in an explosion that would breach 
the gas-tight building surrounding the 
reactor. Further investigations must be 
carried out to establish that a credible 
condition of meltdown with consequent 
U-235 accumulation of critical dimen¬ 
sions cannot result In such an explosion. 

(2) On the basis of information pres¬ 
ently available, the Commission believes 
that the problems relating to the safety 
of operation of the PRDC reactor will 
prove to be of a kind that can be satis¬ 
factorily resolved within a reasonable 
time. There is some doubt whether they 
can be resolved in time to meet the 
ichedule proposed by PRDC in Its appli¬ 
cation and it may turn out that further 
investigations beyond the program of 
Investigation outlined by PRDC in its 
application will be needed. 

E. Although PRDC has submitted evi¬ 
dence of a commitment from certain 
banks for a loan of $15,000,000 and has 
described its plan for obtaining addi¬ 
tional financing from its member com¬ 
panies. the evidence submitted to date 
doe* not Justify a finding with respect 
to the financial qualifications of PRDC 
snd accordingly the continued effective- 
of this permit will be conditioned 
upon a further showing in this regard 
a* stated below. 

J^nant to the Atomic Energy Act of 
Wt and Title 10. CFR, Chapter I. 

50, "Licensing of Production and 
utilization Facilities/* the Commission 
ft *reby issues n conditional construction 
permit to PRDC to construct the reactor 
** * utilization facility. This permit 
Jhwl be deemed to contain and be sub- 
m L *° tJie conditions specified in 
>150.54 and 50.55 of said regulations: 
j* wjact to all applicable provisions of 
to® Atomic Energy Act of 1954 and rules, 
filiations and orders of the Atomic 
“jergy Commission now or hereafter in 
an d Is subject to the conditions 
•Pacified below: 

h * earliest date for the comple- 
of the reactor is December 15. 1959. 
oe latest date for completion of the 
?*<*or is December 15, 1960. The term 
‘*Hnp»etlon date" as used herein means 
* “*** on which construction of the 
completed except for the intro- 

R “nflL°* thc * uel 

of *K The P r °POsed for the location 
me reactor U the location known as 
«*oona Beach. Monroe County. Michi- 
p’ Reified in the application. 

/ k* Beneral type of facility author- 
^ *or construction is a fast neutron 

No. 154- 3 
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breeder reactor, more fully described in 
Report APDA-108, designed to operate at 
300.000 KW equivalent of thermal energy 
and furnish approximately 100.000 kilo¬ 
watts of electrical energy, and which will* 
use uranium enriched in the isotope 
uranium 235 as fuel. 

D. Unless, within twelve months from 
the date of this construction permit, 
PRDC submits sufficient information re¬ 
lating to its financial resources to enable 
the Commission to make a finding that 
the Company has adequate financial re¬ 
sources to meet the requirements of the 
law and the regulations, this permit shall 
expire: provided that the Commission 
may for good cause shown extend the 
time for the submission of such data. 

The conversion of this permit to a li¬ 
cense is subject to submittal by PRDC 
to the Commission (by amendment of 
the application) of the complete, final 
Hazards Summary Report (portions of 
which may be submitted and evaluated 
from time to time). The final Hazards 
Summary Report must show that the 
final design provides reasonable assur¬ 
ance to the satisfaction of the Commis¬ 
sion that the health and safety of the 
public will not be endangered by opera¬ 
tion of the reactor in accordance with 
the specified procedures. 

Upon completion (as defined in Para¬ 
graph A above) of the construction of 
the facility in accordance with the terms 
and conditions of this permit, upon the 
filing of any additional information 
needed to bring the original application 
up to date, upon finding that the final 
design provides reasonable assurance 
that the health and safety of the public 
will not be endangered by operation of 
the reactor in accordance with the speci¬ 
fied procedures, and upon finding that 
the facility authorized has been con¬ 
structed in conformity with the appli¬ 
cation as amended and in conformity 
with the provisions of the act and of 
the rules and regulations of the Com¬ 
mission. and in the absence of any good • 
cause being shown to the Commission 
why the granting of a license would not 
be in accordance with the provisions of 
the act. the Commission will issue a 
Class 104 license to PRDC pursuant to 
section 104b of the act. which license 
shall expire twenty-five (25) years after 
the date of this construction permit. 

From time to time PRDC may submit 
to the Commission, in writing, reports 
upon the progress being made in experi¬ 
mental and developmental work. Follow¬ 
ing the submission of each such report 
the Commission will review the data in¬ 
cluded therein to determine whether the 
results of such w*ork can be incorporated 
as technical specifications by appropriate 
amendment to this permit. 

Pursuant to 5 50,60 of the regulations 
in Title 10. Chapter I, CFR, Part 50. 
the Commisison has allocated to PRDC. 
for use in connection with the operation 
of the reactor. 3,929 kilograms of ura¬ 
nium 235 contained in uranium at the 
isotopic ratios specified in PRDC's ap¬ 
plication for license. Shipments by the 
Commission to PRDC in accordance with 
Schedule 1 of the Appendix hereto will 
be conditioned upon PRDC’s return to 
the Commisison of material substan¬ 


tially in accordance with Schedule 2 of 
the Appendix. 

Dated at Washington. D. C.. this 6th 
day of August 1956. 

Date of issuance: August 4. 1956. 

For the Atomic Energy Commission. 

H. L. Prick. Director . 

Division of Civilian Application . 
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1W7* . 

va 

1.309 

1.673 

1977. 

3*1 

1.309 

¥73 

1.672 

Iwii* •••« •« •••••* 

242 

1.115 

1WV . 

» 

1,309 

1.672 

I960. 

*4 

1,309 

1.972 

Total for Ikcnw 
period. 


— 

34.870 


IP. R. Doc. 56-0429: Filed. Aug. 6. 1956; 
3:38 p. m.J 


SECURITIES AND EXCHANGE 
COMMISSION 

| File No. 70-3494| 

Arkansas Powxr L Light Co. 

ORDER GRANTING APPLICATION REGARDING 
ISSUANCE AND SALK OP NOTES TO DANK 

August 3. 1956. 

Arkansas Power & Light Company 
(“Arkansas"), a public-utility subsidiary 
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NOTICES 


of Middle South Utilities. Inc., a regis¬ 
tered holding company, has filed an ap¬ 
plication and an amendment thereto 
with this Commission pursuant to sec¬ 
tion 6 (b) of the Public Utility Holding 
Company Act of 1935 ract") regarding 
the following proposed transactions: 

Arkansas has entered into a credit 
agreement with The Hanover hank of 
New York City, pursuant to which Ar¬ 
kansas proposes to borrow from time to 
time up to November 30, 1956. an aggre¬ 
gate of not more than $8,000,000. The 
loans are to be evidenced by notes pay¬ 
able on or before two years from the date 
of the first of such borrow ings and are to 
bear interest from their respective dates 
of issuance at the rate of 3*4 percent per 
annum to and including December 31. 
1957, and thereafter at the rate of 31* 
percent per annum. 

The notes are to be prepayable In whole 
or in part without premium unless the 
prepayment is made from the proceeds 
of, or in anticipation of, bank borrowings 
at an interest rate lower than that then 
accruing on the notes to be prepaid, in 
which case Arkansas will pay a premium 
at the rate of Va of 1 percent per annum 
on the unpaid principal of the notes to 
be prepaid. 

The proceeds from the proposed bor¬ 
rowings together with treasury funds will 
be used to make refunds to customers of 
about $8,500,000. 

The fees and expenses incurred or to 
be incurred in connection with the pro¬ 
posed transactions are estimated to be os 
follows: 


Tee of Arkansas Public Service 

Commission--— M. 500 00 

Printing___— 300. 00 

Expenses of The Hanover Bank— 1.000. 00 

Miscellaneous expenses (tele¬ 
phone tolls)--50.00 


Total___ y _ ,. T — 5, 850. 00 


The Arkansas Public Service Commis¬ 
sion has issued an order authorizing the 
proposed transactions. It is represented 
that no other State or Federal agency, 
other than this Commission, has Juris¬ 
diction over the proposed transactions. 

Notice of the filing of the application 
having been duly given in the manner 
prescribed by Rule U-23 promulgated 
under the Act. and no hearing having 
been requested of or ordered by the Com¬ 
mission: and 

It appearing that the fees and ex¬ 
penses to be incurred in connection with 
the proposed transactions are not un¬ 
reasonable if they do not exceed the esti¬ 


mates set forth above: and the 
Commission observing no basis for ad¬ 
verse findings, or for the imposition of 
terms and conditions, other than those 
contained in Rule U-24. and finding that 
the applicable provisions of the act and 
of the rules thereunder are satisfied, and 
deeming it appropriate in the public in¬ 
terest and the Interest of investors and 
consumers that the application ns 
amended be granted forthwith: 

It is ordered . Pursuant to Rule U-23 
and the applicable previsions of the act. 
that the application as amended, be, and 
it hereby is, granted effective forthwith, 
subject to the terms and conditions con¬ 
tained in Rule U-24. 

By the Commission. 

[seal] Orval L. Du Bo is. 

Secretary. 

|P R. Doc. 56-8417; Filed, Aug. 8. 1956: 

8:47 a. m J 


INTERSTATE COMMERCE 
COMMISSION 

Fourth Section Applications for 
Relief 

Aucust 6, 1956. 

Protests to the granting of an applica¬ 
tion must be prepared in accordance 
with Rule 40 of the general rules of prac¬ 
tice <49 CFR 1.40) and filed within 15 
days from the date of publication of this 
notice in the Federal Registeb. 

LONG-AND-SHORT HAUL 

FSA No. 32469: Trailer-on-flat-car 
service—Between Trunk Line and South¬ 
western territories. Filed by F. C. Kratz- 
meir. Agent, for interested rail carriers. 
Rates on freight moving on class and 
commodity rates loaded in highway 
trailers and transported on railroad flat 
cars between points in Delaware, District 
of Columbia. Maryland. New Jersey. New 
York and eastern Pennsylvania, on one 
hand, and points in Arkansas, Louisiana, 
Missouri, Oklahoma and Texas, on the 
other. 

Grounds for relief: Motor truck com¬ 
petition and circuitous routes. 

Tariff: Agent Kratzmeir s tariff I. C. C. 
4213. 

FSA No. 32470: Caustic soda to Ash¬ 
land , Wis. Filed by H. R. Hinsch. Agent, 
for interested rail carriers. Rates on 
caustic soda (sodium hydroxide). In 
solution, tank-car loads from Akron. 
Barberton. Falrport Harbor, Perry, 
Painesville. Ohio, Charleston, Natrium. 


Perkings, W. Va.. Buffalo. Solvay, Syr* I 
cuse, N. Y„ Detroit. Midland, Wh lehiB. 
Montague. Wyandotte. Mich., ana Se¬ 
ville, Va.. to Ashland, Wis. 

Grounds for relief: Circuitous routei 

Tariffs: Supplement 36 to Agent C W 
Boin's I. C. C. 1034: Supplement 121 to 
Agent H. R. Hinsch’s I. C. C. 4370 

FSA No. 32471: Substituted sm-fee- 
Motor-rail-motor —Af. K. T . Line? Filed 
by Middlewest Motor Freight Bureta, 
Agent, for interested rail and motor car¬ 
riers. Rates on freight loaded in high¬ 
way trailers and transported on railroad 
flat cars betw een St. Louis, Mo., and Kan¬ 
sas City. Kans., on the one hand, aod 
Muskogee. Oklahoma City and Tulsa 
Okla . Dallas and Ft. Worth. Tex., ce 
the other. 

Grounds for relief: Motor truck coo- 
petition. 

FSA No. 32472: Substituted service-] 
Mot or-rail-motor — N. Y. N. //. & It. A k 
Filed by Jhe New York. New Haven and 
Hartford Railroad Company, for itsefi? 
and on behalf of the McFaddin Express 
Inc. Rates on freight loaded in semi¬ 
trailers, and transported on railroad fld 
cars between Boston. Springfield. Wor¬ 
cester, Mass.. Hartford. New Haven. Net 
London. Conn., and Providence, R. I.« 
the one hand, and Harlem River. N. Y. 
on the other. 

Grounds for relief: Motor truck com¬ 
petition. 

FSA No. 32473: Calcium cyar\amti-\ 
Niagara Falls . Ontario , to the Southwest 
Filed by F. C. Kratzmcir. Agenl. for in¬ 
terested rail carriers. Rates on calciua | 
cyanamld, carloads from Niagara Fall*. 
Ont., Canada to points in Arkansas 
Louisiana (west of the Mississippi Riven*I 
Missouri (southern region), New Mexico 
Oklahoma and Texas. 

Grounds for relief: Modified short* 
line distance formula, and clrcultotf 
routes. 

Tariff: Supplement 158 to Agent 
Kratzmeir's I. C. C. 4112. 

FSA No. 32474: Tin or terne jdefe- 
Aliquippa, Pa., to Tampa, Fla . Filed W 
O. W. South. Jr., Agent, for interests 
rail carriers. Rates on tin or temc 
carloads from Aliquippa. Pa., to Tamp* 
Fla. 

Grounds for relief: Circuitous routes 

Tariff: Supplement 10 to Agent Botn* 
I. C. C. A-1081. 

By the Commission. 

(seal] Harold D. McCoy, 

Secretary 

(F. R. Doc, 56-6424; Filed. Aug. 8. *** 
8:47 a. m.l 


















